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SUBMARINE-INSTALLED  MACHINERY  MONITORING 
AND  DIAGNOSTICS:  A  STATE-OF-THE-ART  REVIEW 

by 

Y.  S.  Shin,  J.  D.  Robinson,  and  G.  Rossano 


ABSTRACT 

This  state-of-the-art  review  identifies  and  discusses 
existing  methods  and  techniques  of  machinery  monitoring  and 
diagnostics  applicable  to  submarine-installed  machineries, 
their  limitations,  and  base-technology  needs.  Also  included  are 
discussions  of  machinery  monitoring  and  its  concept, 
condition  monitoring  and  diagnostics  techniques,  machinery 
maintenance  programs,  typical  machinery  elements  and  their 
characteristics,  vibration  monitoring  techniques  and  the 
current  practice  in  U.S.  Navy  machinery  vibration  monitoring 
programs.  The  main  objectives  are  to  evaluate  the  current 
practice  in  submarine-installed  machinery  monitoring  and 
diagnostics  and  to  provide  the  basis  for  research  and 
development  of  future  needs  in  this  area. 


I.  INTRODUCTION 

As  a  part  of  "Submarine-installed  Machinery  Noise,  Monitoring  and 
Diagnostics"  research  program  sponsored  by  Defense  Advanced  Research 
Projects  Agency(DARPA),  this  state-of-the-art  review  identifies  and 
discusses  existing  methods  and  techniques  of  machinery  monitoring  and 
diagnostics  applicable  to  submarine-installed  machineries,  their 
limitations,  and  base-technology  need®.  Also  included  are  discussions  of 
machinery  monitoring  and  its  concept,  condition  monitoring  and 
diagnostics  techniques,  machinery  maintenance  programs,  typical 
machinery  elements  and  their  characteristics,  vibration  monitoring 
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The  various  components  of  all  machineries  have  finite  lives  and  are 
always  subject  to  failure.  A  need  to  accurately  assess  submarine-installed 
machinery  condition  is  essential  to  prevent  unexpected  catastropic  failures 
causing  critical  problems  in  the  operation  of  naval  vessels.  The  vibration 
and  noise  generated  by  the  machines  are  commonly  used  to  reveal  its 
machinery  condition.  The  goals  of  monitoring  and  diagnostics  include: 
detecting  faults  in  machine  operation  at  inception  or  well  in  advance  of 
failure,  identifying  the  cause  of  the  fault,  and  anticipating  breakdown  in 
machine  operation. 

The  research  that  was  performed  in  this  state-of-the-art  review 
consisted  of  an  in-depth  review  of  literature  available  to  the  general  public. 
A  majority  of  this  literature  was  published  over  the  last  eight  years  and, 
although  not  exhaustive,  is  believed  to  be  representative  of  the  technologies 
currently  being  used  in  condition  monitoring.  This  report  also  includes  a 
discussion  of  current  Navy  programs  used  in  both  surface  ship  and 
submarine  communities  for  machinery  condition  monitoring  and 
diagnostics.  It  should  be  recognized  that  no  review  of  this  type  can  examine 
every  aspect  of  the  subject,  however  it  is  the  authors'  belief  that  this  report 
presents  a  concise  and  informative  picture  of  the  state-of-the-art  in 
machinery  condition  monitoring  and  diagnostics. 

The  goals  of  the  state-of-the-art  review  are, 

•  to  establish  a  concise  concept  of  condition  monitoring 

•  to  review  condition  monitoring  programs  used  by  the  Navy  and  in 
civilian  industry 

•  to  identify  the  variety  of  technologies  useful  in  condition  monitoring 
of  basic  machinery  elements 

•  to  describe  monitoring  techniques  used  in  condition  monitoring 

•  to  provide  the  foundation  of  knowledge  useful  for  future  research 
and  development  work 

•  to  identify  the  areas  for  future  research  and  development  work 

•  to  produce  a  useable  document  to  serve  as  a  guide  on  condition 
monitoring 
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II.  MACHINERY  CONDITION  MONITORING 


A.  Basic  Concepts  of  Maintenance 

The  maintenance  of  machinery  has  long  been  recognized  as  a  major 
portion  of  operating  costs.  Minor  improvements  to  maintenance  programs 
have  the  potential  to  produce  large  cost  savings.  These  improvements  can 
also  lead  to  increases  in  safety,  availability,  and  efficiency.  A  detailed 
description  of  maintenance  programs  is  not  the  subject  of  this  report,  but  it 
is  important  to  introduce  a  few  basic  concepts  to  serve  as  a  foundation  of 
machinery  maintenance  practices  and  to  act  as  a  lead  in  for  the  concept  of 
condition  monitoring. 

The  term,  "maintenance"  will  be  used  as  a  description  of  the  process 
involved  in  correcting  a  fault  in  a  machine.  The  performance  of  a  complete 
overhaul  of  a  pump,  which  includes  replacing  bearings  and  balancing  the 
impeller,  is  obviously  maintenance.  However,  actions  quite  different  in 
scope,  such  as  lubricating  bearings  or  replenishing  oil  in  a  sump,  is  also  a 
form  of  maintenance.  Another  concept  the  reader  should  be  familiar  with 
is  illustrated  in  Figure  II-l.  This  figure  depicts  what  is  commonly  called  a 
bath-tub  curve'  or  ’product  failure  rate'. 


Figure  II-l.  Product  Failure  Rate,  "Bathtub  Curve" 
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This  curve  is  used  to  graphically  depict  the  failure  process  that  the 
machinery  components  experience  during  a  normal  lifetime.  The  vertical 
axis  of  the  curve  is  the  failure  rate  and  the  horizontal  axis  is  a  time  scale 
representing  cumulative  operating  time.  The  left  hand  side  of  the  curve  is 
representative  of  failures  that  occur  to  new  components  and  is  called  the 
break-in  portion  of  the  curve.  The  middle  flat  part  of  the  curve  represents 
the  normal  useful  life  of  a  component,  and  the  right  hand  side  of  the  curve 
represents  the  increase  in  failure  rate  after  the  component  has  exceeded  its 
normal  useful  life.  The  use  of  this  curve  to  depict  the  life  of  a  component  or 
machine  is  very  common  in  the  literature.  The  bath-tub  curve  of  identical 
components  may  be  quite  different  depending  on  several  factors.  For 
example,  a  quality  assurance  program  can  remove  many  of  the 
components  that  might  normally  experience  a  short  lifetime,  this  would 
cause  a  change  to  the  left  side  of  the  curve  for  a  component.  Similarly  the 
improper  lubrication  of  a  component  would  affect  the  width  of  the  flat 
portion  of  curve,  and  greatly  increase  the  slope  of  the  right  hand  side  of  the 
curve.  This  would  indicate  that  the  component  would  have  a  shorter  useful 
life.  Calculation  of  the  failure  rate  curve  for  an  individual  component  or 
machine  is  rarely  done,  but  the  concept  of  the  curve  will  give  a  better 
appreciation  of  the  various  maintenance  programs  that  have  been 
developed  and  the  development  of  condition  monitoring. 


B.  Machinery  Maintenance  Programs 

The  machinery  maintenance  programs  can  be  grouped  into  three 
broad  categories:  [1] 

•  crises  maintenance 

•  preventive  maintenance 

•  predictive  maintenance 

Each  of  these  programs  will  be  discussed  separately,  but  the  reader  should 
be  aware  that,  in  practice,  aspects  of  all  three  programs  can  be  found  in  an 
actual  program.  The  above  classification  is  a  method  to  conveniently  group 
the  programs  in  order  to  clearly  describe  methodology  and  present  specific 
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features  particular  to  a  method.  The  sketch  of  overall  maintenance 
programs  are  shown  in  Figure  II-2.  Much  of  the  information  used  in  these 
descriptions  was  adapted  from  [Ref.  2]. 


PREDICTIVE 

MAINTENANCE 


PREVENTIVE 

MAINTENANCE 


CRISIS 

MAINTENANCE 


Figure  II-2.  Overall  Machinery  Maintenance  Programs  [Ref.  1] 


l.  Cri§i§  Maintenance 

The  lowest  level  program  is  popularly  referred  to  as  a  crisis 
maintenance  program.  This  is  one  where  no  specific  monitoring, 
performance  evaluation,  condition  evaluation,  or  maintenance  routine 
exists.  Such  a  program  relies  strictly  upon  observations  which  may  be 
made  by  the  operators  for  gaining  any  forewarning  of  trouble,  with  the 
result  that  machines  and/or  their  components  all  too  often  degrade  to  a 
state  of  being  unfit  for  service  before  any  maintenance  or  repair  efforts  are 
undertaken.  Note  that  this  is  not  a  criticism  of  the  performance  of 
operating  engineers,  but  rather  a  statement  on  the  general  inadequacy  of 
the  untrained  human  senses  to  detect  machinery  degradation  at  a 
sufficiently  early  stage  to  prevent  serious  problems,  as  well  as  a  statement 
on  how  rapidly  some  machinery  faults  may  develop  and  grow  to 
unacceptable  limits. 
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2.  Preventive  Maintenance 

The  next  program  level  is  that  of  the  preventive  maintenance 
program  in  which  maintenance  is  carried  out  on  a  regular  schedule  which 
is  based  upon  a  specified  time  interval,  a  specified  number  of  operating 
hours,  or  some  other  measure  of  machinery  operating  life.  An  example  of 
this  would  be  automotive  maintenance  schedules  which  typically  specify  a 
limiting  number  of  months  or  miles  driven  between  maintenance  work. 
This  is  certainly  an  improvement  on  the  previous  level,  but  the  quality  of 
this  type  of  program  relies  upon  the  ability  to  accurately  determine  the 
optimal  interval(s),  and  it  presumes  that  all  machines  of  the  same  class 
(thus  assigned  the  same  intervals)  will  degrade  comparably  in  fashion, 
rate,  and  amount.  As  accurate  as  they  may  be,  the  assigned  intervals,  at 
best,  can  reflect  only  statistically  averaged  measures  of  what  have  proven  to 
be  acceptable  intervals.  In  order  to  avoid  serious  outages,  these  intervals 
may  be  conservative  and  frequently  result  in  wasted  time,  money,  and  effort 
in  servicing  those  units  which  are  performing  above  the  average.  In  short, 
the  intervals  will  only  be  optimal  for  those  units  which  degrade  exactly  as 
does  the  average  unit  of  the  class.  Those  which  perform  below  average  may 
fail  before  the  maintenance  is  done  as  well  as  cause  premature 
development  of  faults  in  related  components;  those  which  perform  above 
average  receive  unnecessary  maintenance  and  also  invites  the  added  risk 
that  their  condition  may  actually  be  worsened  by  the  maintenance, 
especially  if  it  involves  opening  of  the  unit  and/or  routine  replacement  of 
components.  There  is  also  the  consideration  that,  to  be  cost  effective,  such  a 
program  must  be  limited  to  addressing  a  finite  number  of  the  higher 
probability  faults  which  has  the  effect  that  the  program  may  esse  Hally  be 
blind  to  many  problems  that  can  lead  to  chronic  trouble  and  repetition  of 
work  that  only  treats  the  symptoms. 

3.  Predictive  Maintenance 

The  final  level  is  that  of  the  predictive  maintenance  program 
in  which,  as  the  name  implies,  machinery  faults  are  detected  at  the  early 
stages  of  their  development  so  that  maintenance  needs  are  able  to  be 
predicted,  with  the  result  that  maintenance  is  performed  only  when  it  is 
needed  and  only  on  those  components  which  need  it.  As  discussed  and 
shown  in  Figure  II-l,  the  "bathtub  curve”  displays  how  wear  rate  varies 
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with  time  for  most  machinery  components.  Time-based  preventive 
maintenance  programs  may  interrupt  the  service  life  of  a  component 
which  may  still  be  in  its  normal  wear  rate  period,  whereas  pre-’\;tive 
maintenance  program  will  only  remove  a  unit  for  maintenance  when  it  is 
in  its  final  stage  of  serviceable  life,  i.e.  somewhere  in  the  increasing  wear 
rate  portion  of  the  curve.  Close  monitoring  and  experience  can  provide  very 
good  estimates  of  projected  time  to  failure  which  allows  the  programs  to 
realize  optimal  maintenance  intervals  on  a  machine-specific  basis. 

Although  predictive  maintenance  programs  can  not  assure 
that  an  unexpected  failure  will  not  occur,  they  can  and  do  successfully 
avoid  unnecessary  maintenance  work  and  expense.  Additional  benefits  of 
these  programs  include  increased  productivity  due  to  longer  operating  time 
between  repairs,  reduced  spare  parts  inventories  and  reduced  repair  times 
since  the  exact  components  in  need  of  repair  or  replacement  are  identified 
long  before  the  work  is  commenced,  and  the  ability  for  advanced  planning 
and  scheduling  of  service  interruptions  rather  than  their  unannounced 
arrival  which  is  an  attendant  problem  of  the  other  program  types. 

C.  Condition  Monitoring 

The  technique  used  in  a  predictive  maintenance  program  to  detect 
and  diagnose  a  fault  is  called  "condition  monitoring".  The  term  condition 
monitoring  is  not  universal  in  the  literature,  but  is  the  most  descriptive  and 
least  awkward  of  the  many  terms  used.  Goals  for  a  condition  monitoring 
program  are: 

•  to  provide  clear  warning  of  trouble  at  earliest  possible  time 

•  to  reduce  needless  overhauls  by  knowledge  of  machines'  state 

•  to  reduce  maintenance  actions 

•  to  reduce  spare  parts  inventories 
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It  is  emphasized  that  predictive  maintenance  programs  cannot 
prevent  all  failures  from  occurring,  but  unnecessary  maintenance  work 
and  expense  can  be  reduced  with  a  properly  designed  system.  These  goals 
of  condition  monitoring  are  achieved  by  utilizing  a  system  that: 

•  requires  the  minimum  capital  investment 

•  is  robust  and  trouble  free 

•  is  capable  of  being  used  at  the  lowest  competent  level 

Mathew  [3]  classified  the  vast  number  of  techniques  for  monitoring 
machinery  condition  into  six  catagories: 

•  Aural  Monitoring 

•  Visual  Monitoring 

•  Operational  Variable  Monitoring 

•  Temperature  Monitoring 

•  Wear  Debris  Monitoring  (Tribology) 

•  Vibration  Monitoring 

The  first  four  areas  can  be  viewed  as  traditional  methods  that 
operators  and  maintenance  personnel  have  used  for  many  years  to  evaluate 
the  condition  of  machinery.  However,  increasing  technology  is  providing 
additional  methods  of  analysis  that  lie  within  these  traditional  categories; 
borescope,  thermograph,  acoustic  monitoring,  and  infrared  imaging  are 
examples  of  just  a  few  new  methods  to  monitor  machinery.  Wear  debris 
analysis,  or  tribology,  deals  with  the  measurement  and  classification  of  the 
wear  material  produced  by  components.  In  condition  monitoring,  vibration 
monitoring  is  by  far  the  most  widely  written  about  and  used  of  these  six 
techniques.  These  methods  are  discussed  in  greater  detail  later  in  this 
report.  Utilizing  these  technologies  enables  maintenance  personnel  to 
establish  the  condition  of  machinery  and  components. 
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1.  Fault  Detection  and  Diagnostics 

The  use  of  these  techniques  to  monitor  the  condition  of 
machinery  is  called  "fault  detection  and  diagnostics".  Figure  II-3 
illustrates  the  process. 


Figure  II-3.  Fault  Detection  and  Diagnostics  Process 

The  upper  left  hand  block  represents  operating  machinery.  The  fault 
detection  block  represents  a  process  used  to  detect  a  fault  in  the  machine. 
This  monitoring  may  be  as  simple  as  monitoring  operating  parameters 
such  as  lube  oil  pressure  or  temperature,  or  it  could  be  more  elaborate  and 
use  a  combination  of  methods.  The  double  arrow  between  the  upper  two 
blocks  indicates  that  fault  detection  may  lead  to  a  modification  of  the 
machinery’s  operating  condition,  such  as  securing  the  machine.  When  a 
fault  is  detected  the  fault  diagnosis  process  begins. 

Fault  diagnosis  involves  the  process  of  trouble  shooting  the 
machinery  to  determine  the  cause  of  an  alarm  produced  by  the  detection 
process.  The  diagnostic  process  may  utilize  data  collected  in  fault  detection, 
but  this  is  not  necessary.  Normally  the  diagnostics  process  involves 
obtaining  more  data  from  the  machine.  This  process  has  several  steps: 

•  determine  if  a  fault  is  valid  or  a  false  alarm 

•  determine  the  nature  of  the  fault 

•  determine  the  severity  of  the  fault 

•  determine  the  optimum  method  for  correction 
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Once  the  fault  has  been  identified  it  must  be  determined  whether  the 
machine  can  be  left  in  its  current  operating  status  or  if  the  machine  should 
not  remain  operating.  Therefore  a  decision  on  how  and  when  to  restore  the 
machine  to  a  desired  operating  condition  is  made.  Overhauling  the 
machinery  may  be  required,  or  making  a  simple  repair  such  as  lubricating 
a  component  may  be  sufficient  to  keep  the  machinery  operating  at  a  level 
which  does  not  affect  the  readiness  of  the  unit.  The  lower  left  hand  block  of 
the  diagram  represents  the  action  taken.  When  the  decision  on 
maintenance  action  is  made  the  machine  is  restored  to  an  operating 
condition  and  the  process  continues.  It  is  emphasized  that  maintenance 
actions  do  not  have  to  be  performed  just  because  a  fault  is  detected. 
Machinery  components  do  experience  wear  and  components  do  naturally 
reach  an  end  to  useful  life.  A  well  designed  system  that  can  provide 
information  to,  or  make  the  decision  for,  maintenance  personnel  as  to  the 
severity  of  a  fault  and  predict  the  remaining  life  is  the  goal  of  a  predictive 
maintenance  program.  A  good  example  of  a  system  designed  to  warn  the 
user  of  limited  remaining  useful  life  is  the  automobile  tire  which  has  a 
tread  wear  indication  pattern  which  indicates  when  the  tire  should  be 
replaced. 


2.  Status  of  Condition  Monitoring 

In  the  mid  1970  s  conventional  preventive  maintenance 
programs  were  yielding  to  predictive  maintenance  theories  and  practices. 
Much  of  the  literature  of  this  period  reflects  a  general  optimism  that 
condition  monitoring  was  to  be  the  great  maintenance  tool  to  reduce 
operational  costs.  Significant  research  was  being  conducted  to  investigate 
methods  to  perform  condition  monitoring.  However,  over  the  last  several 
years  a  lull  in  condition  monitoring  research  has  occurred.  Stewart  [4] 
notes  two  reasons  for  this: 

•  over-optimism  on  part  of  proponents  of  condition  monitoring 

•  industry  not  ready  for  condition  monitoring 

A  third  reason  could  be  added: 

•  condition  monitoring  not  ready  for  industry 
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The  first  reason  is  simple  to  understand,  initially  the  use  of  condition 
monitoring  had  significant  success  in  reducing  maintenance  costs  even 
using  very  crude  techniques.  The  early  maintenance  programs  were  very 
cost  effective  and  the  initial  cost  of  equipment  was  recovered  within  several 
months.  Success  with  the  early  methods  lead  to  attempts  at  more 
automated  systems  and  thus  began  the  second  reason.  The  automated 
systems  which  had  been  developed  were  extremely  dependent  on  data 
processing  capabilities.  For  many  industries  it  was  difficult  to  justify  the 
costs  of  these  systems  for  only  maintenance,  especially  when  the  'cruder 
methods  where  still  successful.  The  third  cause  of  the  lull  can  be  attributed 
to  the  companies  producing  the  systems.  Many  of  the  products  to  support 
condition  monitoring  processes  were  simply  of  little  value.  The  systems 
were  not  based  on  experimental  investigations  or  even  great  amounts  of 
experience  with  the  simple  techniques.  The  literature  published  during  the 
last  few  years  indicates  that  this  is  still  occurring  but,  it  is  refreshing  to 
note,  that  a  growing  number  of  papers  are  appearing  which  are  critical  of 
the  current  state  of  commercial  monitoring  programs. 

3.  Types  of  Condition  Monitoring  Programs 

Condition  monitoring  programs  are  grouped  into  three  levels: 

•  manual  monitoring  programs 

•  semi-automatic  monitoring  programs 

•  automatic  monitoring  programs 

The  key  difference  between  these  groups  is  the  level  of  operator  interface 
needed  to  run  the  program. 


3. a.  Manual  Monitoring 

Much  of  the  background  information  for  manual  monitoring  is 
well  described  in  References  [5-8].  In  these  systems  data  is  collected  and 
analyzed  manually  by  maintenance  personnel.  Hand  held  portable 
instrumentation  and  basic  sensors  are  used  to  collect  data,  maintenance 
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personnel  analyze  this  data  with  a  variety  of  techniques  and  decisions  are 
made  on  the  condition  of  the  machinery.  The  system  requires  maintenance 
personnel  who  are  well  trained  and  who  have  developed  significant 
amounts  of  experience.  The  maintenance  personnel's  knowledge  and 
experience  are  used  to  detect  faults  and  diagnose  the  possible  cause.  A 
manual  monitoring  system  is  dependent  on  the  maintenance  personnel. 
Collecting,  analyzing,  and  storing  the  data  from  monitored  machinery  can 
be  a  management  nightmare.  The  necessity  of  motivated  maintenance 
personnel  cannot  be  ignored.  In  the  process  of  conducting  research  of  these 
programs,  several  plant  engineers  told  stories  of  how  they  found  condition 
monitoring  equipment  purchased  by  predecessors  still  in  the  original 
shipping  containers.  However,  if  the  system  is  well  implemented  and 
supported  by  the  operators  it  can  be  very  successful,  showing  return  on  the 
investment  in  equipment  and  training  in  less  than  12  months. 

Manual  monitoring  systems  generally  rely  on  periodic 
vibration  monitoring  of  specific  selected  machinery.  A  typical  system  will 
measure  an  overall  vibration  level  of  each  machine  and  by  comparing  the 
recent  data  to  earlier  data  maintenance  personnel  can  establish  a  general 
condition  of  a  machine.  If  this  measurement  indicates  some  type  of 
problem  which  may  be  developing,  the  maintenance  personnel  would  make 
a  more  detailed  measurement  and  use  a  technique  such  as  frequency 
analysis.  This  measurement  would  provide  a  much  better  indication  of  the 
machinery  condition  and  would  enable  the  maintenance  personnel  to  make 
a  recommendation  as  to  the  required  level  of  maintenance.  Wear  debris 
analysis  of  lubricating  oils  is  another  technology  that  is  often  utilized  in  a 
manual  monitoring  system.  The  use  of  other  monitoring  techniques  would 
be  dependent  on  the  motivation  of  the  maintenance  personnel,  but  generally 
a  lack  of  time  precludes  their  utilization. 

Manual  monitoring  systems  are  generally  used  with  well 
established  preventive  maintenance  systems.  The  periodic  nature  of  the 
vibration  monitoring  lends  itself  to  becoming  a  periodic  check  within  the 
preventive  system.  The  combination  of  these  two  systems,  manual 
monitoring  and  preventive  maintenance,  can  produce  a  maintenance 
system  that  is  very  effective,  but  susceptible  to  changes  in  the  maintenance 
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force.  An  additional  problem  is  that  only  simple  machinery  can  be 
effectively  monitored.  Complex  systems  consisting  of  several  machines 
cannot  be  monitored  as  a  system  because  of  the  limited  data  analysis 
capabilities  of  the  maintenance  personnel. 


3.b.  Semi-Automatic  systems 

Much  of  the  information  for  this  section's  background  is 
adapted  based  on  References  [4,9,10].  The  semi-automatic  system  is  very 
similar  to  the  manual  system  with  the  exception  that  data  processing 
capabilities,  normally  a  desk  top  computer,  is  added  to  assist  in  the  storage, 
presentation,  and  analysis  of  the  data.  The  maintenance  personnel  are  still 
required  to  gather  data,  but  the  computer  can  manipulate  a  larger  amount 
of  data  more  efficiently.  There  are  numerous  programs  on  the  market 
which  have  been  well  received  by  industry  and  many  of  the  programs  have 
simple  analysis  capabilities  to  alert  the  maintenance  personnel  to 
conditions  that  may  warrant  additional  attention. 

In  general  these  computer  programs  emulate  the  procedures 
established  in  a  manual  monitoring  system.  The  general  nature  of  the 
computer  allows  the  data  to  be  handled  more  efficiently  and  allows 
additional  data  to  be  collected  and  analyzed  in  order  to  establish  a  better 
picture  of  the  state  of  a  machine.  The  major  advantage  of  this  type  of  system 
is  that  more  data  can  be  utilized.  Additional  techniques  using  operational 
variables  and  temperature  analysis  can  be  added  to  the  condition 
monitoring  process.  Maintenance  personnel  experienced  with  the 
monitored  machinery  and  able  to  use  the  monitoring  program  can  produce 
a  predictive  maintenance  system  that  is  very  capable.  However  this  type  of 
system,  like  the  manual  monitoring  system,  is  very  susceptible  to 
maintenance  personnel  turnover  and  the  ability  to  monitor  complex 
systems  is  limited. 

3.c.  Automatic  Systems 

The  next  logical  extension  of  monitoring  systems  is  the  fully 
automated  monitoring  system.  This  system  consists  of  a  completely  hard 
wired  monitoring  system  along  with  automated  data  processing 
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capabilities  for  the  collection,  presentation,  and  storage  of  the  data.  Fully 
automated  systems  do  exist  but  these  systems  are  very  simple  in  overall 
capabilities  in  that  only  certain  parameters  are  continuously  monitored. 
The  systems  will  perform  a  preset  function  when  this  monitored  parameter 
exceeds  (normally)  a  predetermined  level.  Reference  [11]  has  a  well  written 
description  of  this  type  of  automated  system  in  use  at  the  Paducah  Gaseous 
Diffusion  Plant.  The  system  continuously  monitors  the  plant  and  when  an 
alarm  condition  is  sensed  the  system  warns  maintenance  personnel.  The 
maintenance  personnel  then  take  portable  equipment  to  the  machinery  for 
in-depth  diagnostics.  In  order  to  reduce  the  reliance  on  the  maintenance 
staff  a  higher  level  of  automated  system  is  needed.  This  type  of  higher  level 
automated  system  is  generally  called  an  expert  system. 

Reason  [12]  defines  an  expert  system  as  "electronic  processors 
that  use  knowledge  and  inference  procedures  to  solve  problems  which 
normally  require  human  expertise."  Reason  points  out  that  most  of  the 
current  systems  with  expert  capabilities  are  interactive  structures  that 
instead  of  providing  definitive  answers  only  provide  a  probable  cause  for  a 
problem.  In  1987,  Reason  [12]  states  that  expert  systems  were  about  five 
years  away.  More  recent  statements  by  Lyon  [13]  appear  to  indicate  that 
this  was  probably  a  conservative  estimate. 

The  literature  indicates  that  an  expert  system  should  be 

expected  to: 

•  gather  data 

•  analyze  the  data  for  detection  of  faults 

•  perform  diagnosis  for  faults  detected 

•  predict  remaining  life  for  failing  components 

•  make  or  recommend  maintenance  actions 

Automating  data  collection  is  possible  at  this  time,  but  much 
improvement  can  be  made.  The  first  aspect  of  collecting  data  involves  the 
selection  of  transducers.  Sensors  used  for  condition  monitoring  should  be 
low  cost,  high  reliability,  and  immune  to  harsh  environmental  conditions. 
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Current  technological  capabilities  make  these  requirements  difficult  to 
achieve. 


Other  improvements  needed  in  this  area  include  the  medium 
used  to  transfer  the  electrical  signal  from  the  transducer  to  the  processing 
equipment.  Fibre  optic  cables  are  one  option  in  that  they  eliminate  the 
weight  of  standard  cables  and  improve  the  quality  of  measured  signals. 
Equipment  specifically  designed  for  condition  monitoring  systems  will 
improve  the  data  collection  process.  Machinery  casings  can  be  designed  to 
permit  transducers  to  be  easily  mounted  and  ports  for  probes  should  be  a 
part  of  a  system  designed  to  be  supported  by  condition  monitoring.  A  final 
area  where  improvement  can  be  made  is  in  the  use  of  data  buses  to  transfer 
data  from  transducers  to  a  central  processor,  or  even  from  local  processors 
to  a  central  processor. 

Fault  detection  is  considered  to  be  the  key  to  the  condition 
monitoring  process.  Detection  of  a  fault  as  early  as  possible  allows  more 
accurate  diagnostics  to  be  performed.  One  of  the  problem  areas  shown  in 
the  literature  is  the  use  of  monitoring  techniques  as  both  detection  and 
diagnostics  processes.  Use  of  these  methods  in  this  manner  is  wasteful  of 
time  and  data  processing  capabilities.  More  effective  monitoring  could  be 
accomplished  by  developing  detection  techniques  that  are  used  to  monitor 
the  machine  for  a  change  in  state  and  then  using  a  more  detailed 
diagnostic  process  when  a  change  in  state  is  detected.  Reference  [51  points 
out  that  the  fault  detection  processes  should  detect  a  majority  of  faults  as 
early  as  possible,  give  few  false  alarms,  and  provide  sufficient  information 
to  enable  a  decision  to  be  made  as  to  when  diagnostics  is  required. 
Performing  diagnostics  is  the  most  well  developed  portion  of  the 
requirements  for  an  effective  expert  system  and  will  not  be  discussed  in  this 
chapter.  It  is  important  to  note  that  the  detection  process  can  be  made 
much  more  effective  by  combining  monitoring  methods  and  using  all  of  the 
collected  data  together. 

The  final  two  areas  separate  expert  systems  from  basic 
automated  systems.  These  areas  require  much  more  research,  but  cannot 
be  fully  developed  until  the  first  three  areas  have  been  well  established. 
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Further  discussion  of  these  areas  will  be  made  in  the  final  chapters  of  this 
report,  but  from  the  discussion  already  presented  the  advantages  and 
disadvantages  of  an  expert  system  are  clear.  The  advantages  of  such  a 
system  are: 

•  reduction  in  manpower  required  to  monitor  a  system 

•  better  knowledge  of  equipment 

•  reduction  in  maintenance  costs 

•  increased  readiness 

Disadvantages  of  expert  systems  are: 

•  cost 

•  significant  ADP  capabilities  required 

•  significant  research  needed  to  develop 

The  disadvantages  make  expert  systems  neither  desirable  nor 
cost  effective  for  monitoring  most  machinery  installed  aboard  a  ship. 
Machineries  that  such  a  system  would  be  justified  for  are  [14]: 

•  critical  for  production  (or  readiness) 

•  extremely  costly  to  replace 

•  related  to  safety 

With  these  limitations,  automatic  monitoring  systems  appear 
to  be  justified  for  weapons  systems  and  propulsion  systems.  Increasingly 
complex  systems  and  decreasing  human  resources  make  development  of 
effective  expert  systems  for  these  types  of  equipment  important.  An 
additional  requirement  for  efficient,  reliable,  and  rapid  monitoring  of 
weapon  and  propulsion  systems  should  be  incorporated  since  future  battles 
which  are  anticipated  to  last  only  minutes.  Stewart  [15]  presents  a  logical, 
straight  forward  method  to  develop  expert  systems: 

•  conduct  a  design  audit 

•  prove  the  technologies  selected 

•  implement  the  technology 
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The  first  step  establishes  a  thorough  understanding  of  the 
system.  Stewart  listed  several  areas  that  should  be  included  in  this 
investigation: 

•  construction  of  the  machinery  system 

•  previous  and  expected  failure  modes 

•  economics  of  system  unavailability 

•  detectable  faults 

•  operating  environment 

The  final  result  of  this  design  audit  process  is  the 
establishment  of  an  experimental  'approach'  at  monitoring  the  system. 
This  'approach'  is  molded  into  a  prototype  system  in  the  second  level  of 
development.  The  second  step,  proving  the  technology,  requires  through  in- 
depth  testing  of  the  machinery  in  the  environment  in  which  it  will  be 
operating.  The  main  objective  of  this  level  is  to  demonstrate  the  capabilities 
of  the  monitoring  system  and  establish  the  system  s  cost  effectiveness. 
Additional  research  on  condition  monitoring  techniques  may  be  needed  in 
order  to  correct  problems  encountered  during  testing  or  to  replace 
techniques  that  are  not  cost  effective  or  that  prove  to  be  inefficient  in 
condition  monitoring. 

The  third  step  consists  of  converting  the  prototype  into  an 
operational  system.  This  step  occurs  only  after  completion  of  the  second 
level.  If  the  first  two  steps  are  not  accomplished  before  implementing  the 
technology  a  mismatch  between  the  requirements  needed  and  the  system 
obtained  will  probably  result.  It  should  not  be  misinterpreted  that  this  three 
step  process  forces  the  system  designers  to  start  with  a  blank  sheet.  There 
are  areas  in  which  condition  monitoring  is  a  well  established  procedure, 
the  gas  turbine  industry  is  an  excellent  example.  However,  for  any  given 
system  it  is  not  possible  to  get  a  generic  off-the-shelf  expert  system.  Some 
monitoring  technologies  exist,  but  better  methods  that  can  provide  more 
efficient  systems  need  to  be  developed.  The  designer  must  make  rational 
decisions  as  to  what  techniques  are  best  suited  for  specific  machinery  and 
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produce  a  system  that  utilizes  these  technologies  to  the  fullest  extent.  This 
can  only  be  accomplished  with  research  and  experimental  tests  on  actual 
equipment. 
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III.  CONDITION  MONITORING  METHODS  AND  TECHNIQUES 


A.  Monitoring  Methods 


The  broadly  classified  six  condition  monitoring  techniques  were 
presented  in  Chapter  II  and  also  shown  in  Figure  III-l.  These  techniques 
were  aural  monitoring,  visual  monitoring,  operational  variable 
monitoring,  temperature  monitoring,  wear  debris  monitoring,  and 
vibration  monitoring. 

_ _  AURAL 

MONITORING 

VISUAL 

-  MONITORING 


OPERATIONAL 

VARIABLE 

MONITORING 


TEMPERATURE 

MONITORING 


WEAR  DEBRIS 
MONITORING 
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CONDITION 

MONITORING 

TECHNIQUES 


Figure  III-l.  Condition  Monitoring  Techniques  [from  Ref.  3] 

These  six  categories  can  be  regrouped  in  a  more  logical  manner.  The  first 
four  methods  can  be  grouped  as  traditional  monitoring  techniques.  Wear 
debris  monitoring  is  rather  unique  in  its  method  and  can  be  renamed  as 
lubricant  and  wear  debris  monitoring.  Vibration  monitoring  is  also  unique 
and  shall  be  left  as  a  category  by  itself.  With  these  changes,  the  condition 
monitoring  techniques  are  recategorized  into  three  groups  as  shown  in 
Figure  III-2. 
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Figure  III-2.  Regrouped  Condition  Monitoring  Techniques 

The  final  category  will  be  abbreviated  as  wear  based  monitoring  in  the 
remainder  of  this  report.  In  examining  the  use  of  these  methods  in  the 
literature  one  aspect  stood  out  clearly  and  that  is  tnat  there  is  a 
fundamental  difference  in  the  manner  in  which  data  is  used  between 
traditional  and  wear  based  monitoring  methods  and  vibration  monitoring 
methods.  This  difference  is  significant. 

Traditional  and  wear  based  monitoring  methods  typically  utilize  the 
raw  data  measured  from  transducers  or  test  results  in  a  direct  manner. 
For  example,  in  a  traditional  monitoring  technique,  pressure  transducers 
are  a  very  common  device.  The  measured  output  from  the  pressure 
transducer  is  generally  used  with  little  modification.  Similarly  in  a  wear 
based  monitoring  technique,  a  lubricant  sample  is  drawn  and  tests  are 
performed  on  it.  The  results  are  used  directly  in  a  monitoring  scheme. 

The  vibration  monitoring  technique  does  not  use  the  vibration  signal 
directly.  This  technique  usually  filters  the  signal  and  manipulates  it 
analytically.  The  result  is  utilized  in  a  number  of  different  ways,  all  of 
which  provide  different  information  about  the  condition  of  the  equipment 
that  is  being  monitored.  Vibration  monitoring  has  been  popular  for  several 
decades  and  has  improved  a  great  deal. 

Traditional  monitoring  and  wear  based  monitoring  wifi  be  described 
in  this  chapter,  while  vibration  monitoring  will  be  presented  in  the 
following  chapter  separately  in  order  to  fully  represent  the  wade  variety  of 
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methods  used.  For  the  traditional  and  wear  based  methods  a  more 
abbreviated  description  will  be  presented,  this  treatment  reflects  the 
emphasis  found  in  the  literature  to  these  approaches.  This  should  not  be 
taken  as  a  statement  on  the  quality  of  information  that  can  be  gained,  or  as 
a  statement  the  usefulness  of  the  methods  themselves.  To  the  contrary, 
it  should  be  looked  at  as  an  indication  of  how  under-utilized  these 
monitoring  methods  are  in  condition  monitoring. 

In  addition  to  the  discussion  of  traditional  and  wear  based 
monitoring,  several  individual  monitoring  techniques  that  were  found  in 
the  literature  will  be  described  in  order  to  allow  the  reader  to  gain  an 
appreciation  of  some  of  the  innovative  concepts  that  were  found  in  these 
areas.  In  depth  analysis  of  every  technique  being  used  is,  of  course, 
impossible.  It  appears  that  methods  available  for  monitoring  machinery 
systems  are  unlimited.  The  methods  used  in  monitoring  a  specific  system 
will  be  a  reflection  of  the  background,  experience,  imagination,  and 
thoroughness  of  the  designers. 


1.  Combining  Monitoring  Methods 

Numerous  references  point  out  that,  when  properly  utilized, 
the  combination  of  several  monitoring  techniques  results  in  a  condition 
monitoring  scheme  that  is  much  more  effective  than  any  one  of  the 
techniques  used  independently.  In  the  literature  there  was  some  work 
presented  that  offered  basic  models  attempting  to  tie  together  several  of 
these  monitoring  techniques.  For  example,  Cempel  [16]  describes  a 
modeling  concept  that  utilizes  an  in-depth  analysis  of  the  relation  between 
the  vibration  of  a  machine  and  the  wear  that  will  occur.  He  terms  this  type 
of  analysis  a  tribovibroacoustical  model.  This  approach  though,  was  not 
widely  seen  in  the  literature.  Instead  most  researchers  seemed  content  to 
present  monitoring  methods  that  were  developed  to  solve  immediate 
problems,  or  were  being  investigated  simply  because  it  could  be  performed 
easily  and  shown  to  have  usefulness  in  condition  monitoring.  Very  little 
background  material  was  provided  that  attempted  to  justify  the  use  of  a 
specific  technique  in  a  particular  system  or  to  evaluate  the  ability  of  the 
technique  to  be  used  in  the  field.  Additionally,  there  appears  to  be  very  little 
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concern  given  for  the  amount  of  data  processing  equipment  and  memory 
needed  for  some  methods  or  for  the  amount  of  electronic  support  equipment 
needed  in  the  manipulation  of  electronic  signals.  Use  of  an  an  in-depth 
examination  of  a  machinery  system,  like  that  presented  by  Cempel,  should 
provide  the  direction  for  the  development  (or  use)  of  monitoring  techniques 
that  lie  within  and  across  the  boundaries  of  the  monitoring  methods 
presented.  The  wheel  does  not  have  to  be  reinvented  in  this  process,  but  the 
development  of  a  monitoring  system  should  not  be  looked  upon  as  an  after¬ 
thought  in  the  design  of  a  system.  In  addition,  the  design  of  a  monitoring 
system  for  already  existing  equipment  should  not  be  seen  as  impossible,  but 
it  should  be  realized  that  the  resulting  monitoring  scheme  will  not  be  as 
efficient  as  a  monitoring  system  developed  in  the  design  of  a  system. 


2.  Condition.  .Monitoring,.  Outputs 

Monitoring  techniques  do  not  have  to  be  complex  to  be  effective. 
When  evaluating  the  different  methods  used  to  monitor  the  systems,  it  is 
important  to  have  an  understanding  of  the  output  from  the  different 
monitoring  techniques  and  the  different  approaches  to  use  this  output. 
Stewart  [4]  has  divided  the  utilization  of  the  output  into  three  different 
categories: 

•  response  characteristics 

•  feature  tracking 

•  pattern  recognition 

The  first  category  is  more  of  a  concept  than  something 
physical.  Stewart  points  out  that  the  output  from  monitoring  techniques 
should  be  looked  at  from  the  aspect  of  dynamic  models  of  the  machinery 
system.  These  outputs  can  be  thought  of  as  experimentally  determined 
values  that  represent  certain  characteristics  of  the  system.  An  example  of 
this  would  be  the  familiar  pressure-enthalpy  (P-h)  diagrams  used  in 
thermodynamic  models  of  the  operation  of  systems  such  as  refrigeration. 
One  instrument  can  not  give  a  full  representation  of  the  process  a 
refrigeration  system  is  undergoing.  However,  combining  the  output  of 
instrumentation  allows  a  P-v  diagram  to  be  produced,  and  a  measurement 
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of  the  operation  of  the  system  can  be  produced.  This  measurement  can  be 
used  for  comparison  with  a  P-v  diagram  derived  from  system  models  and 
permits  an  evaluation  of  the  condition  of  the  machinery.  The  obvious 
disadvantage  of  this  type  of  approach  is  the  difficulty  in  developing 
experimental  based  models  for  comparison. 

The  second  category  of  output  is  called  feature  tracking.  This 
approach,  in  general,  ignores  the  use  of  models  and  instead  utilizes  the 
measurements  of  parameters  and  the  trends  of  these  parameters.  The 
trends  are  used  to  indicate  the  condition  of  the  machinery  and  a  level  of 
usefulness  remaining  in  the  component  is  established.  Hadden  and 
Maurer  [17]  indicate  the  difficulties  in  the  use  of  trending  methods.  The 
natural  tendency  is  to  use  linear  trending  of  measured  variables  to  predict 
remaining  life.  In  this  paper  the  authors  indicate  that  the  measured 
parameter  often  accelerates  with  increasing  deterioration  making  linear 
trending  ineffective  and  even  deceptive.  Data  storage  is  another  significant 
drawback  of  this  method.  When  significant  numbers  of  machineries  are 
being  tracked  along  with  many  parameters,  the  storage  capabilities  of  a 
small  automated  data  processing  system  are  quickly  overloaded.  In 
addition,  the  data  handling  routines  can  become  significant  leading  to  both 
complex  computer  codes  and  growing  numbers  of  maintenance  personnel 
needed  for  handling  data  processing  related  duties. 

The  third  category,  pattern  recognition,  sometimes  utilizes  a 
simple  form  of  modeling,  but  the  models  are  often  not  detailed.  Instead,  the 
approach  relies  on  matching  measured  data  to  the  known,  or  previously 
experienced,  fault  conditions.  This  methodology  invariably  leads  to 
detection  of  faults  that  have  not  been  cataloged  and  reliance  on  specialized 
pattern  recognition  codes  that  can  be  lengthy  and  difficult  to  modify. 

Designers  should  be  aware  of  these  concepts  when  involved  in 
the  design  process  or  when  examining  monitoring  techniques  for  the 
selection  to  particular  applications. 
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B.  Traditional  Monitoring  Techniques 


Traditional  monitoring  techniques  have  probably  been  in  use  ever 
since  the  first  machine  failed  unexpectedly.  In  this  research,  traditional 
monitoring  techniques  are  best  described  as  those  methods  that  utilize 
parameters  that  have  traditionally  been  used  in  the  monitoring  of 
machineries.  Anyone  involved  in  machinery  maintenance  knows  of  cases 
when  senior  maintenance  personnel  could  predict  when  a  piece  of 
machinery  would  fail  by  listening  to  it  or  by  feeling  a  bearing  casing.  This  is 
one  means  of  "traditional"  monitoring.  Another  method,  used  in  the  Navy, 
is  the  recording  of  operating  parameters.  This  data  is  religiously  recorded 
but  often  very  little  is  done  with  it  other  than  a  cursory  review  by  senior 
maintenance  personnel. 

Traditional  monitoring  techniques  include  the  use  of  operating 
parameters  such  as  temperature,  pressure,  speed  of  operation,  and  many 
other  aspects  of  machinery  operation.  Table  III-l  has  been  developed  from 
the  literature  in  order  to  illustrate  the  many  aspects  of  machinery  operation 
that  can  be  utilized  in  condition  monitoring. 


Table  III-l.  Measurable  Operating  Parameters 


Visual  Appearance 
Component  Position 
Time  Interval 
Operating  Speed 
Power  Demand 
Temperature  Level 
Internal  Flow  Rate 
Displacement 
Angular  Displacement 
Force 

Sound  Level 
Differential  Pressure 


Component  Dimensions 
Electrical  resistance 
Electromagnetic  Emission 
Current  Demand 
Torque  Generated 
Temperature  Difference 
External  Flow  Rate 
Speed/Velocity 
Angular  Acceleration 
Depth  or  Thickness 
Pressure 


Weight 

Tension 

Voltage 

Thrust 

pH 

Current  Pattern 
Density 
Fluid  Level 
Solid  Level 
Viscosity 
Humidity 


In  the  review  of  the  literature,  it  was  found  that  very  little 
experimental  research  for  new  methods  to  use  these  parameters  was  being 
conducted.  It  is  natural  to  ask  why.  One  reason  might  be  that  methods  to 
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utilize  these  parameters  are  so  well  developed  that  little  research  is  needed 
to  improve  upon  them.  A  second  reason  could  be  that  prior  research  has 
determined  the  methods  are  of  so  little  value  that  further  research  is  not 
warranted.  The  probable  reason  lies  somewhere  between  these  two 
extremes.  Stewart  [15]  points  out  that,  in  the  past,  measurements  that 
could  be  made  on  the  equipment  were  controlled  by  the  available  technology. 
Methods  of  monitoring  some  aspects  of  the  operation  of  machinery  system 
simply  were  not  available.  Because  of  this  limitation  techniques  that  were 
available  were  used  and  methods  such  as  vibration  came  to  be  relied  upon 
as  they  became  more  familiar  to  maintenance  designers.  In-depth 
modeling,  though  possible,  was  not  practical  because  results  could  not  be 
implemented.  However,  the  rapidly  expanding  development  of  piezoelectric 
transducer  technology  and  support  microelectronics  has  changed  this. 
Significant  research  for  methods  using  the  traditional  parameters  should 
be  conducted  but  is  not  being  performed  due  to  the  familiarity  writh 
established  techniques  and  their  relative  success. 

The  literature  is  not  barren  of  research,  but  shows  a  lack  of 
innovation.  Much  of  the  literature  deals  with  monitoring  of  steady  state 
parameters,  with  analysis  consisting  of  a  form  of  trending  to  evaluate  the 
condition  of  the  machinery.  Several  papers  point  out  that  this  method  of 
analysis  is  often  of  little  value  due  to  the  ruggedness  inherent  in  most 
machinery  design.  Significant  changes  in  a  steady  state  operating 
parameter  often  occur  only  after  significant  damage  has  already  occurred 
to  the  machinery.  For  example,  Stronach  et  al.  [18]  note  that  in 
reciprocating  refrigeration  compressors  it  has  been  found  that  even  with 
50%  of  the  machine  s  valves  seriously  damaged  little  change  in  the 
monitored  flow  parameters  was  observed.  There  is  no  doubt  that  this  is  an 
extreme  case,  and  proponents  of  this  approach  to  monitoring  could  provide 
examples  of  situations  where  traditional  methods  have  been  used 
successfully,  but  the  literature  simply  does  not  indicate  this  is  the  current 
situation.  In  addition,  discussions  with  Naval  personnel  involved  in 
surface  ship  condition  monitoring  indicate  that  analysis  of  the  data 
collected  using  traditional  operating  parameters  has  been  virtually 
abandoned. 
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It  is  interesting  to  note  that  much  of  the  innovative  material  that  is 
being  produced  in  this  area  is  coming  from  nuclear  power  industry 
research  and  from  research  on  reciprocating  machinery.  As  nuclear 
plants  are  aging  and  new  construction  has  slowed',  new  methods  of 
monitoring  for  failure  are  needed.  Utilization  of  the  existing 
instrumentation  in  innovative  methods  appears  to  be  a  driving  factor  in  the 
development  of  new  techniques.  Reciprocating  machinery,  on  the  other 
hand,  produces  quite  complex  vibration  signals  that  are  difficult  to  analyze 
using  standard  vibration  monitoring  techniques.  This  forced  the  vibration 
approach  to  be  somewhat  abandoned  as  better  methods  were  searched  for  in 
monitoring  of  this  machinery.  To  allow  the  reader  to  gain  an  impression  of 
some  of  these  innovative  approaches,  the  results  of  a  review  of  several 
interesting  papers  found  in  the  literature  will  be  briefly  presented. 


1.  Temperature  Measurements 

Several  references  found  in  the  literature  indicated  that 
temperature  measurements  may  not  be  as  useful  in  diagnosing  machinery 
faults  as  might  be  expected.  The  major  reason  for  this  seems  to  be  that  in 
many  instances  the  temperature  of  a  damaged  component  will  be  affected 
only  after  a  significant  level  of  damage  has  occurred.  Once  this  level  of 
damage  is  reached,  the  heat  caused  by  excessive  friction  is  portrayed  as  a 
change  in  temperature. 

This  type  of  example  is  described  in  Reference  [19].  The 
experimental  research  described  in  this  paper  involved  a  comparison  of  the 
effectiveness  of  several  monitoring  techniques  for  the  detection  of  bearing 
faults  produced  by  fatigue  failure.  In  the  experiment  it  was  found  that  use 
of  the  temperature  of  the  bearings  was  not  effective  in  detection  of  bearing 
damage.  Several  other  methods  of  detection,  vibration  and  wear  debris 
monitoring,  indicated  the  occurrence  of  faults  long  before  a  significant 
change  in  bearing  temperature  occurred. 

Stronach  et  al.  [18]  present  a  different  aspect  of  temperature 
monitoring.  In  this  research  the  use  of  temperatures  proved  very  useful 
when  working  with  test  rigs  for  use  on  reciprocating  gas  compressors 
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installed  on  off-shore  drilling  platforms.  Damage  to  compressor  cylinders 
was  indicated  when  temperatures  of  the  working  fluid  had  risen. 

The  difference  between  the  two  studies  lies  in  the  use  of  the 
temperature  measurements.  In  the  first  case  the  bearing  lubrication 
temperatures  were  monitored  and,  until  a  significant  amount  of  damage 
had  occurred,  no  faults  were  detected.  In  the  second  case,  temperature 
changes  occurring  in  the  working  fluid  were  monitored  and  a  change  in 
the  gas  temperatures  from  normal  conditions  indicated  that  a  defect 
existed.  A  cause  for  the  changed  temperature  was  then  traced  to  the 
damaged  cylinder.  There  is  a  difference  between  the  two  approaches  and 
the  second  example  emphasizes  the  need  to  understand  the  system  being 
monitored  and  the  changes  that  can  occur  by  faults. 

Gulyas'  paper  [20]  is  an  interesting  one  that  illustrates  another 
use  of  temperature  as  a  monitoring  method  and  the  emphasis  on 
understanding  the  system  being  monitored.  The  paper  deals  with  research 
performed  on  a  commercial  gear  drive.  This  research  describes  a  method  of 
measuring  temperature  distribution  of  the  machinery  casing  of  a  gear 
drive  and  correlating  it  to  the  power  loss  across  the  gears  in  the  drive. 
Figure  III-3  illustrates  the  gear  drive  and  how  temperature  measurements 
were  made. 


The  gear  drive  casing  was  divided  into  seven  cross-sections 
with  each  cross  section  having  six  different  temperature  monitoring  points 
(A-F).  The  locations  of  the  cross  sections  were  chosen  in  order  to  intersect 
the  gear  meshes  within  the  machinery.  Temperature  measurements  were 
made  at  each  of  the  test  locations  while  the  drive  was  operated  at  the  rated 
load.  Figure  III-4  illustrates  the  temperature  distribution  measured  at  one 
of  the  cross  sections. 
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Figure  III-3.  Cross  Sections  of  Gear  Drive  for  Temperature  Measurement 

[Ref.  20] 


Figure  III-4  .  Temperature  Distribution  of  Reducer  in  Cross  Section  2 

[Ref.  20] 


Gulyas  used  the  conservation  of  energy  equations  and  the 
Newtonian  heating  rule  along  with  the  material  properties  in  order  to 
calculate  the  power  loss  occurring  at  each  cross  section.  The  temperature 
measured  was  converted  to  a  form  that  was  used  as  an  indication  of  the 
gear  mesh  condition.  Figure  III-5  illustrates  the  change  in  power  loss 
occurring  between  two  tests  of  the  gear  drive. 
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Figure  III-5  .  Power-transmission  in  Gear  Drive  Test  Rig  [Ref.  20] 


This  particular  test  utilized  new  gears  that  were  being  broken 
in  with  the  result  that  the  power  loss  decreased  as  the  test  proceeded.  In 
theory,  measurements  that  showed  an  increase  in  the  power  loss  across  a 
gear  mesh  would  indicate  that  something  unusual  was  occurring  to  the 
gears.  The  approach  is  interesting  and  shows  how  traditional  monitoring 
methods  can  be  effectively  used  in  condition  monitoring  when  innovatively 
utilized. 


2.  Pressure  Measurements 

Goldman  [21]  noted  that  in  earlier  times,  when  machinery  ran 
at  slower  speeds,  the  pressure-volume  (P-v)  diagrams  were  commonly  used 
as  an  indication  of  the  condition  of  reciprocating  machinery.  As 
machinery  speed  increased  the  simple  mechanical  techniques  used  to 
correlate  cylinder  pressure  and  piston  position  were  no  longer  practical. 
Goldman  described  how  the  use  of  an  electronic  signal,  called  a  keyphasor, 


III-ll 


and  the  changing  time  output  from  a  piezoelectric  pressure  transducer 
could  be  used  to  produce  an  output  that  could  be  related  to  the  information 
provided  on  a  P-v  diagram.  The  keyphasor  produces  an  electronic  pulse  for 
every  machine  revolution  and  can  be  used  as  a  trigger  signal  for  an 
oscilloscope  with  memory  capabilities.  Recording  the  pressure  signal  over 
several  cycles  of  operation  and  then  averaging  these  signals  together 
produces  an  averaged  signal  that  shows  the  changing  pressures  occurring 
within  an  individual  cylinder  during  operation.  This  technique  of 
averaging  signals  is  very  common  in  vibration  monitoring  and  will  be 
described  in  a  later  chapter  of  this  report. 


3.  Thrust  Measurement 

Charbonneau  [22]  presented  an  experimental  method  using 
thrust  measurements  to  monitor  the  condition  of  motor  operated  valves. 
The  paper  reported  on  the  progress  of  experimental  research  in  the  nuclear 
power  generation  industry.  The  technique  is  quite  different  from 
traditional  thrust  measurements  performed  on  equipment  such  as 
turbines.  The  signal  produced  by  a  transducer  measuring  the  thrust  of  a 
valve  stem  is  analyzed  to  determine  the  condition  of  the  motor  operated 
valve.  Figure  III-6a  shows  the  measurement  of  thrust.  Figure  III-6a  also 
shows  how  the  events  in  the  measured  waveform  can  be  correlated  to  the 
dynamics  of  the  operation  of  the  valve.  Changes  in  this  signature  can  be 
used  to  detect  failures  in  valve  components.  Figure  III-6b  is  another 
method  of  monitoring  utilizing  the  electrical  signal  to  a  control  switch  on 
the  valve.  The  signals  produced  in  this  method  are  repeated  for  each 
operation  of  the  valve  and  may  be  effectively  monitored  by  use  of  a  pattern 
recognition  routine.  It  does  not  take  much  imagination  to  see  that  this  form 
of  transitional  signal  is  not  uncommon  in  other  machineries,  especially  in 
equipment  such  as  loaders  or  hoisting  devices  in  weapons  systems. 
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Figure  III-6a.  Thrust  Signal  Measurement  from  Motor  Operated 
Valve  During  a  Close-to-Open  Cycle  [Ref.  22] 
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Figure  III-6b.  AC  Signal  Measurement  from  Motor  Operated 
Valve  During  a  Close-to-Open  Cycle  [Ref.  22] 

4.  Current  Monitoring 

The  technology  used  in  this  method  of  monitoring  is  not  new  or 
particularly  innovative  and  is  not  widely  explored  in  the  literature. 
However,  this  method  has  very  wide  applications  for  use  in  monitoring 
alternating  current  (AC)  electric  motors.  Starting,  running  and  shutdown 
current  levels  and  wave  forms  for  motors  are  all  features  that  can  be  used 
to  detect  faults  in  the  prime  mover.  Because  of  the  cyclic  nature  of  the 
operating  current  many  of  the  techniques  used  in  vibration  monitoring 
appear  to  be  applicable  in  this  method  of  monitoring.  Figure  III-7  is  the 
frequency  spectrum  produced  from  an  operating  electric  motor. 
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Figure  III-7.  Frequency  spectrum  from  the  Current  Drawn  by  an  AC  motor 

[Ref.  23] 

Figure  III-7  shows  how  spectrum  analysis  of  the  current  drawn  by  the 
motor  produces  distinctive  frequency  components  that  can  be  correlated  to 
the  dynamics  occurring  within  the  motor.  The  frequency  spectrum  can  be 
used  to  identify  specific  problems  that  are  difficult  to  detect  using  other 
monitoring  techniques  simply  because  of  the  construction  of  motors. 


5.  Acoustic  Emission  Transducers 

Verbrugghe  [24]  described  tests  performed  on  industrial  low 
pressure  feed-water  heaters.  The  tests  utilized  an  acoustic  emission 
transducer  to  detect  the  increase  in  high  frequency  noise  (100  -  300  KHz) 
which  is  characteristic  of  some  types  of  leaks.  Figure  III-8  illustrates  a 
series  of  frequency  spectrums  produced  from  the  output  of  the  acoustic 
emission  transducer. 
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The  data  obtained  from  the  transducers  is  compared  to  a 
baseline  spectrum  taken  when  the  heater  was  leak  free.  The  results  of  the 
testing  indicated  that  the  method  was  very  successful  in  detecting  leaking 
tubes.  Use  of  this  method  does  not  require  penetration  of  the  heater,  but  the 
transducer  did  require  a  special  mounting  device  to  be  fabricated  due  to  the 
high  temperature  of  the  heater  shell. 


Figure  III-8.  Trending  Spectra  of  Acoustic  Emmission  Transducer 
Indicating  Leak  Developing  [Ref.  24] 


C.  Wear  Based  Monitoring 

Wear  debris  is  generated  by  relative  motion  between  load  bearing 
surfaces  of  machine  elements.  Hence  it  is  possible  to  assess  the  condition  of 
these  surfaces  if  the  wear  debris  were  collected  and  analyzed.  The  various 
techniques  currently  being  employed  or  being  researched  are  summarized 
in  Figure  III-9.  A  complete  discussion  of  each  of  these  techniques  is  beyond 
the  scope  of  this  report. 
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Figure  III-9.  Wear  Debris  Analysis  Techniques  [from  Ref.  3] 

1.  IrUrQductiQn 

Often  in  the  literature  lubricant  and  wear  debris  monitoring 
will  be  referred  to  as  Tribology.  Czichos  [25]  defines  Tribology  as,  "the 
science  and  technology  of  interacting  surfaces  in  relative  motion  and  of 
related  subjects  and  practices."  The  field  of  tribology  concerns  much  more 
than  condition  monitoring.  It  is  an  inter-disciplinary  study  that  covers 
many  scientific  fields.  Czichos  describes  it  as  a  concept  that  includes  the 
study  of  the  transmission  and  dissipation  of  energy  in  machinery  and 
includes  areas  of  friction,  wear,  and  lubrication.  Machinery  condition 
monitoring  is  only  a  specialized  aspect  of  tribology. 

The  minimization  of  wear  is  the  basis  of  this  concept.  The 
consequence  of  the  wear  process  is  the  most  fundamental  problem  involved 
in  machinery  maintenance.  Milder  and  Sioshansi  [26]  estimated  the 
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annual  cost  for  correcting  problems  caused  by  wear  to  be  as  high  as  $100 
billion,  and  in  1975  the  maintenance  performed  on  naval  aircraft  as  a  result 
of  wear  amounted  to  more  than  $240.00  per  flight  hour.  These  numbers 
were  compiled  several  years  ago  and  have  no  doubt  risen.  If  wear  can  be 
minimized,  even  if  it  can  never  be  totally  eliminated,  the  repair  costs  can  be 
significantly  reduced.  Additionally,  if  the  wear  that  is  occurring  to  a 
machinery  component  can  be  quantified,  then  the  worn  part  can  be 
replaced  at  an  optimum  time,  not  after  failure  has  caused  additional 
problems.  Czichos  [25]  breaks  the  wear  into  four  categories: 

•  surface  fatigue  wear 

•  abrasive  wear 

•  adhesive  wear 

•  tribo-chemical  wear 

Wear  caused  by  surface  fatigue  is  the  result  of  stresses 
occurring  at  the  wear  surface  of  a  component.  These  stresses  are  often 
referred  to  as  Hertzian  stresses  in  the  literature  and  result  in  a  pitting  of 
the  surface.  This  type  of  wear  occurs  without  physical  contact  with  another 
surface  and  is  often  the  result  of  the  interface  with  the  lubricating  medium. 

Abrasive  wear  can  occur  when  two  surfaces  of  differing 
hardness  are  in  contact  with  each  other,  or  when  two  surfaces  are  in  close 
proximity  with  hard  particles  in  between.  Czichos  terms  the  first  situation 
as  two  body  abrasion  and  the  second  situation  as  three  body  abrasion. 
Figure  III-10  illustrates  these  two  mechanisms.  Generally,  the  hard 
surface  rubs  against  the  softer  surface  resulting  in  the  removal  of  material 
from  the  softer  surface. 

Adhesive  wear  occurs  when  two  surfaces  are  brought  into 
contact  and  become  joined.  Damage  occurs  when  this  joint  is  broken. 
Scuffing  or  cold  welding  are  terms  often  found  in  the  literature  to  describe 
this  type  of  wear. 
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Two-body  abrasion 


Three-body  abrasion 


Figure  III-10.  Two  Body  and  Three  Body  Abrasive  Wear  Mechanisms 

[Ref.  25] 

Tribo-chemical  wear  is  different  from  the  other  three  wear 
mechanisms  in  that  the  environment  plays  an  important  role  in  the  wear 
process.  The  difference  between  this  method  and  the  others  arises  due  to 
chemical  reactions  taking  place  between  the  surfaces  and  the  wear  debris 
that  has  been  produced. 

Czichos  [25]  stated  that  in  an  industrial  environment  abrasive  wear  is 
estimated  as  the  cause  of  50%  of  the  wear  experienced.  The  susceptibility  of 
rrachinery  to  this  type  of  wear  can  be  tracked  to  the  degradation  and 
contamination  of  the  lubricant.  The  contamination  is  the  result  of  build  tip 
of  the  wear  mater  al  and  the  ingestion  of  silicon  by  the  machinery.  Czichos 
presented  information  relating  the  size  of  wear  particles  to  the  wear  being 
experienced  by  a  machine  and  is  shown  in  Figure  III-ll. 

Silicon  is  a  contaminant  of  lubrication  that  accelerates  abrasive  wear 
which  can  be  introduced  during  the  intake  of  air  in  internal  combustion 
engines  and  reciprocating  compressors.  In  addition  to  contributing  to 
abrasive  wear,  degradation  of  the  lubricant  can  also  result  in  increasing 
susceptibility  to  adhesive  wear.  The  quality  of  the  lubricant  can  be  reflected 
in  the  color,  pH,  and  viscosity  of  the  fluid.  The  above  information  illustrates 
the  importance  of  lube  oil  and  demonstrates  the  need  for  wear  debris 
monitoring  in  condition  monitoring  programs. 
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Figure  III-ll.  Relation  of  Wear  Particle  Size  to  Level  of  Wear  [Ref.  25] 

Earlier  the  wear  debris  monitoring  techniques  were  broken 
down  into  three  broad  categories:  (Figure  IIL9) 

•  lubricant  sample  analysis 

•  collection/trapping  methods 

•  in-line  method 

These  techniques  are  briefly  discussed  below. 

2.  Lubricant  Sample  Analysis 

In  general  these  techniques  require  samples  of  lubricants  to  be 
drawn  from  machinery  and  analyzed  by  specialized  equipment,  often 
located  in  central  laboratories  away  from  the  operating  environment.  In 
general  these  techniques  are  well  understood  and  are  described  in  most 
references  dealing  with  lubrication  or  tribology.  The  major  problems  in  the 
use  of  these  techniques  are  the  expense  involved  in  the  procurement  of  the 
testing  machinery  and  the  high  cost  of  processing  samples.  Gulyas  [20] 
noted  that  the  cost  of  the  wear  debris  monitoring  equipment  used  in  his 
experimental  study  was  well  over  $30K  with  the  cost  of  processing  a  single 
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set  of  data  about  $5.00.  Another  area  of  concern  with  these  methods  of 
monitoring  is  the  need  for  skilled  laboratory  analysts  to  interpret  the  test 
results.  In  addition,  many  of  these  techniques  do  not  appear  to  be  easily 
automated.  As  such,  the  authors  feel  that  the  use  of  these  techniques  is  not 
conducive  in  developing  future  condition  monitoring  techniques.  Instead 
more  emphasis  should  be  placed  on  the  remaining  two  areas; 
collection/trapping  and  in-line  methods. 


3.  Collection/Trapping  Methods 

This  method  of  wear  debris  based  analysis  has  seen  extensive 
use  in  the  aerospace  industry  and  includes  the  use  of  filters,  magnetic 
plugs,  and  magnetic  chip  detectors.  Often  the  use  of  these  methods  includes 
the  parallel  use  of  such  techniques  as  pressure  measurements.  In  addition 
there  has  been  some  effort  to  develop  techniques  to  determine  the  size  of 
particles  trapped  by  filters  and  the  amount  of  material  trapped  in  filters. 
These  methods  are  essential  in  proper  maintenance,  but  seem  to  have 
limited  use  in  monitoring. 


4.  In-Ling-Method 

The  in-line  method  appears  to  be  a  technique  where  much 
emphasis  is  being  placed  in  the  development  of  new  technologies.  The 
method  enables  monitoring  of  lubricants  or  wear  particles  while  systems 
are  operating,  and  can  provide  information  in  a  form  that  can  be  used  by 
processing  systems  to  evaluate  machinery  operation.  In  many  cases 
devices  have  been  developed  or  are  being  developed  that  duplicate  certain 
aspects  of  the  laboratory  based  lubricant  sample  analysis  techniques.  This 
trend  will  allow  monitoring  system  designers  to  pick  and  choose' 
techniques  that  compliment  each  other  or  choose  devices  to  fill  perceived 
gaps  in  monitoring  that  other  techniques  may  not  be  able  to  measure. 
Several  innovative  concepts  found  in  the  literature  that  are  applicable  to 
this  aspect  of  monitoring  will  be  presented.  These  examples  should  provide 
the  reader  with  a  feeling  of  where  research  in  this  area  is  taking  place. 
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Jarvis  et  al.  [27]  presented  a  fascinating  paper  on  the 
development  of  what  they  term  chemical  microsensors.  The  technology  for 
these  devices  has  been  developed  from  the  microelectronics  fabrication 
process  used  in  semiconductor  production.  From  the  description  of  these 
devices,  they  appear  to  be  a  bridge  that  enables  wear  debris  monitoring 
techniques  found  in  the  laboratory  to  be  moved  into  field  applications.  The 
concept  behind  these  devices  is  that  small,  rugged,  and  sensitive  devices 
can  be  developed  to  detect  specific  chemicals  in  fluids  of  operating 
machinery.  The  authors  of  this  reference  have  directed  the  application  of 
these  devices  to  internal  combustion  engines,  but  it  appears  the  devices 
could  be  useful  in  many  other  fluid  systems.  Several  specific  applications, 
mentioned  in  the  reference,  for  which  sensors  could  be  developed  include: 

•  monitoring  concentration  of  additive  in  fluids 

•  monitoring  rate  of  consumption  of  additives 

•  measurement  of  fluid  pH 

•  contamination  of  lubricants  by  water  or  fuel 

•  formation  of  degradation  products 

•  accumulation  of  material  on  filters 

Jarvis  et  al.  [27]  indicated  that  at  least  four  different  types  of 
devices  were  developed;  a  surface  wave  device,  an  optical  waveguide  device, 
a  chemically  sensitive  organic  chemresistor,  and  a  vapor  sensitive  metal 
oxide  semiconductor.  A  brief  description  of  these  devices  will  be  presented. 

5. a.  Surface  Acoustic  Wave  (SAW)  Devices 

The  authors  listed  several  previous  uses  of  SAW  devices.  In 
operation  these  devices  use  electronic  equipment  to  produce  a  sound  wave 
that  oscillates  at  a  resonance  frequency  on  a  piezoelectric  surface.  This 
wave  is  called  a  Rayleigh  sound  wave.  The  piezoelectric  surface  of  the 
device  can  be  coated  in  such  a  manner  that  only  material  of  interest  will  be 
deposited  on  it.  Changes  in  the  mass  of  the  surface  will  result  in  a  change 
to  the  frequency  of  the  surface  wave,  and  support  electronics  can  use  the 
new  frequency  to  determine  the  amount  of  mass  that  has  been  deposited. 
The  authors  noted  that  the  coating  was  developed  for  detection  of  only 
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limited  materials.  The  data  presented  by  the  authors  indicated  that  the 
devices  responded  in  a  fairly  linear  behavior,  but  mentioned  that  the  devices 
were  susceptible  to  temperature  and  interference  induced  drift. 

5.b.  Optical  Devices 

Development  of  optical  devices  has  been  devoted  to  two  types  of 

sensors: 


•  sensors  that  mimic  the  techniques  used  in  spectroscopy 

•  sensors  that  use  a  reversible  optical  waveguide  for  detecting  low 
concentration  of  vapors 


The  first  class  of  devices  incorporates  the  technology  of  ultraviolet, 
visible,  and  infrared  spectroscopy  into  microsensors.  This  would  allow 
evaluation  of  fluids  without  the  extensive  laboratory  equipment  currently 
required  to  test  lubricating  and  hydraulic  oils.  The  thrust  of  the  research 
in  this  area  is  in  monitoring  the  level  of  antioxidants  in  the  lubricant.  The 
authors  stated  that  the  level  of  antioxidants  in  the  lubricating  oil  was  an 
indication  of  lubricant  degradation.  The  measurement  of  this  quantity  with 
a  microsensor  was  still  in  progress  so  detailed  information  on  the 
construction  and  operation  of  these  devices  was  not  available.  However,  a 
preliminary  device  to  detect  ammonia  vapors  has  been  developed.  Figure 


III-12  illustrates  the  experimental  optical  waveguide  system. 
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Figure  III-12  .  Experimental  Optical  Waveguide  System  [Ref.  27] 
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The  device  measures  the  concentration  levels  of  the  materials  of 
interest  in  vapor  by  the  reflections  produced  from  the  interactions  between 
the  vapor  and  the  specially  selected  dyes  used  to  coat  the  capillary  tube.  The 
authors  report  that  the  support  electronics  for  the  sensor  occupies  only  a 
"few"  square  inches  on  a  circuit  board.  The  length  of  the  tube  is  90  mm.  The 
sensitivity  of  the  system  to  shock  was  not  discussed,  however  the  authors 
did  note  that  one  of  the  limitations  of  previous  efforts  in  this  area  was  the 
complexity  of  the  optics  and  the  unsuitability  of  the  devices  to  use  in  the 
field.  It  is  assumed  that  the  new  device  attempted  to  correct  these  problems. 

5.c.  Organic  Semiconductors 

The  third  area  of  research  discussed  in  Reference  [27]  is  in  the  area  of 
organic  semiconductors.  The  basic  idea  behind  this  research  is  the 
development  of  semiconductor  material  that  is  sensitive  to  specific 
chemicals.  The  semi-conductor  material  will  change  resistance  when 
these  chemicals  are  detected.  The  support  electronics  would  measure  the 
change  in  resistance  and  produce  electrical  signals  proportional  to  these 
changes. 

5.d.  Inorganic  Metal  Oxide  Semiconductor  Devices 
T1  .a  fr.al  area  examined  in  Reference  [27]  dealt  with  inorganic  metal 
oxide  semiconductor  devices.  This  research  utilized  commercially  available 
devices  described  as  "low-cost  solid-state  metal  oxide  semiconductor  gas 
sensors."  The  devices  are  sensitive  to  combustible  hydrocarbons  which  are 
oxidized  on  the  surface  of  the  semiconductor  devices.  This  causes  a  change 
in  the  resistance  of  the  semiconductor  which  is  then  measured  bv 
supporting  electronics.  A  sample  of  the  lubricant  from  a  system  is  drawn 
and  placed  in  the  system.  This  device  is  used  to  monitor  lubricant 
degradation  by  monitoring  the  level  of  the  combustion  products  produced  by 
the  heated  lubricant.  This  device  does  not  appear  to  be  easily  adaptable  as 
an  automated  monitoring  system,  however,  it  may  be  easily  adapted  to  use 
on  ships  where  evaluation  of  lubricant  quality  could  be  performed  in  a  more 
timely  manner,  much  like  boiler  chemistry  . 


6.  Surface  Laver  Activation 

Surface  layer  activation  is  a  wear  monitoring  technique  that 
uses  radioactive  isotopes  to  lightly  irradiate  wear  surfaces  of  machinery. 
As  the  wear  process  occurs  the  radioactive  material  is  worn  away  and 
results  in  a  change  in  the  activity  emitted  from  the  surface.  The  change  in 
activity  can  be  correlated  to  the  amount  of  material  that  has  been  removed. 
This  method  of  wear  monitoring  is  described  in  detail  in  References  [26,  28] 
and  has  several  aspects  that  would  make  it  desirable  for  condition 
monitoring  of  equipment  [26]: 

•  capability  to  evaluate  wear  while  equipment  is  in  operation 

•  monitoring  does  not  require  access  to  the  monitored  component 

•  useable  in  hostile  environment 

•  has  capability  for  automation 

Use  of  this  procedure  is  reported  to  have  occurred  as  far  back 
as  1949  and  has  had  applications  in  the  monitoring  of  reciprocating 
internal  combustion  engines.  Milder  and  Sioshansi  [26]  noted  the  possible 
use  in  monitoring  the  corrosion  of  tubes  in  steam  generators  and  gas 
turbine  engines.  The  methods  could  be  extended  to  practically  any  type  of 
machinery  in  which  a  determination  of  the  amount  of  internal  wear  is 
important.  The  basic  principle  behind  this  method  is  that  components  of 
machinery  are  exposed  to  radionuclides  to  change  the  characteristics  of  the 
component  in  a  very  thin  region  near  the  component  surface.  As  the  wear 
process  occurs,  the  area  of  the  component  irradiated  wears  off  and  sensors 
can  detect  and  measure  the  amount  of  wear  that  the  component 
experiences.  Blatchley  and  Sioshansi  [28]  described  the  use  of  this  method 
in  two  different  manners.  In  the  first  manner  the  radionuclide  is  called  a 
"marker"  and  the  monitoring  is  performed  to  determine  the  amount  of 
material  remaining  on  the  activated  component.  The  second  method  of  use 
is  called  a  "tracer."  In  this  method  the  radionuclides  from  the  surface  of 
the  component  are  monitored  as  they  are  released  into  the  medium 
surrounding  the  monitored  component.  Use  of  both  methods  requires  the 
wear  debris  to  be  removed  from  the  area  where  it  is  produced  and  would  be 
accomplished  by  the  lubrication  or  by  air  flow. 
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Use  of  the  marker  technique  alone  is  evidently  the  standard 
method  of  utilizing  this  technique.  When  monitoring  the  component,  the 
radio-activity  detected  by  the  probe  is  concentrated  in  one  area  and  the  probe 
is  adjusted  to  measure  the  specific  nuclide  used  in  the  marking.  Milder 
and  Sioshansi  [26]  provided  the  detail  on  the  selection  of  radioisotopes  and 
the  parameters  to  be  examined  when  using  the  process.  This  method  is 
reported  as  extremely  accurate  in  determining  the  amount  of  wear  that  a 
component  has  experienced.  The  use  of  the  marker  technique  has  made  it 
possible  to  evaluate  the  differences  produced  by  operating  at  various 
conditions.  The  different  conditions  include  operating  at  different 
temperatures,  loads,  and  even  with  different  lubricants. 

Even  with  this  level  of  success  with  the  technique,  Blatchley 
and  Sioshansi  [28]  noted  that  a  more  effective  system  could  be  achieved 
when  the  marker  technique  is  combined  with  the  tracer  technique.  In  this 
system,  monitoring  of  the  wear  can  be  performed  both  spatially  and 
temporally,  permitting  the  monitoring  of  transient  wear.  Costs  for  this  type 
of  system  are  not  discussed,  but  from  the  literature  it  appears  that  the 
highest  costs  would  be  for  the  probe  and  the  initial  radiating  of  the 
component.  The  other  required  items  consist  of  standard  analyzers  to 
monitor  the  signal.  In  addition,  computer  programs  for  manipulating  the 
measured  data  in  order  to  correlate  to  wear  are  available. 

The  major  problem  area  found  in  this  technique  is,  of  course, 
the  safety  when  using  radioactive  processes.  This  problem  must  be 
addressed  and  completely  answered  if  this  technique  ever  achieves  wide 
spread  use.  The  safety  of  personnel  and  the  work  environment  cannot  be 
reduced. 


D.  Summary 

In  summary,  the  techniques  described  in  this  section  indicate  that 
both  traditional  monitoring  and  wear  based  monitoring  have  monitoring 
capabilities  that  deserve  further  research  and  development.  The  techniques 
presented  in  this  chapter  should  be  considered  when  designing  condition 
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monitoring  systems.  Designers  should  be  aware  of  the  broad  methods  of 
monitoring  available  and  should  not  allow  preconceived  ideas  developed 
from  familiar  techniques  influence  the  decision  on  selecting  specific 
methods  for  use.  Instead,  an  imaginative  and  in-depth  scientific 
investigation  of  the  system  to  be  monitored  should  be  conducted  and  the 
results  of  this  process  should  point  towards  the  logical  techniques  that 
make  the  monitoring  effective  and  efficient. 
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IV.  VIBRATION  MONITORING  TECHNIQUES 


A.  General 

In  Chapter  III,  vibration  monitoring  was  introduced  as  one  of  three 
techniques  being  used  for  condition  monitoring.  Machinery  vibration  is  a 
prime  indicator  of  condition  and  can  play  a  key  role  in  condition 
monitoring.  Vibration  monitoring  involves  the  measurement  and  analysis 
of  the  vibration  associated  with  machinery  operation  and  is  specifically 
aimed  at  the  detection  and  identification  of  machinery  faults.  Figure  IV-1 
illustrates  the  method  of  monitoring  the  vibration  of  machinery. 


Figure  IV-1.  Vibration  Monitoring  of  Machinery  [Ref.  29] 

Vibratory  motion  is  a  phenomenon  inherent  to  all  machinery 
regardless  of  material  condition  and  is  measured  in  terms  of  the  physical 
motion  of  the  machine  or  the  sound  produced  by  the  motion. 
Measurements  of  mechanical  vibration  are  favored  for  machinery 
condition  monitoring  purposes,  whereas  acoustic  vibration  measurements 
have  greater  importance  and  use  in  noise  control  and  reduction  analyses 
[30], 
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Smith  [31]  notes  that  an  oscilloscope  can  be  used  to  examine  the 
electrical  signal  that  represents  the  vibrations  of  the  machinery.  Use  of 
this  signal  may  result  in  detection  of  specific  features  of  the  signal,  but  the 
vibration  signal  is  normally  very  random  and  additional  electronic 
equipment  and  signal  analysis  techniques  are  required. 

The  techniques  of  using  vibration  signals  for  condition  monitoring 
are  varied  and  difficult  to  categorize  in  a  unique  way.  Braun  [32]  discusses 
various  vibration  monitoring  and  analysis  techniques.  In  general  the 
various  techniques  may  be  broadly  classified  under  the  categories  shown  in 
pigure  IV-2.  Mathew  s  paper  [3]  describes  and  discusses  overall 
machinery  condition  monitoring  using  vibration  analyses  in  a  systematic 
manner. 
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Figure  IV-2.  Vibration  Monitoring  Techniques  [Ref.  3] 

This  diagram  indicates  that  there  are  three  broad  categories  of 
vibration  monitoring  techniques.  The  first  two  categories  examine  the 
measured  signal  in  what  are  commonly  called  the  frequency  and  time 
domains.  The  third  category,  quefrency  domain,  is  based  on  the  cepstrum 
which  is  defined  as  the  spectrum  of  the  logarithm  of  the  power  spectrum. 

Basic  to  most  vibration  monitoring  techniques  is  the  assumption  that 
once  a  machine  is  placed  into  service  and  a  baseline  vibration  signature  is 
obtained,  subsequent  change  in  the  material  condition  of  the  machinery 
will  be  reflected  by  a  change  in  its  vibration  signature.  Conversely,  if  there 
is  no  change  in  the  vibration  signature,  then  there  has  been  no  change  in 
the  material  condition  of  the  machine.  This  assumption  implies  that  the 
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machinery  being  monitored  is  at  the  same  loading  conditions  as  prior 
measurements  and  that  the  machinery  is  operating  at  a  constant  speed. 
For  most  machineries  this  assumption  can  be  made,  minor  load  variations 
and  speed  changes  will  not  greatly  affect  the  measurement  and  computer 
programs  have  been  developed  to  'shift'  or  align  measurements  to  account 
for  these  minor  variations. 

In  controlled  laboratory  conditions  the  duplication  of  results  for 
identical  conditions  is  not  difficult  to  obtain.  However,  in  actual  practice 
exact  reproduction  of  signatures  is  not  expected,  but  similar  operating 
conditions  yield  signatures  which  are  unmistakably  "the  same",  this 
repeatability  promotes  the  use  of  vibration  monitoring  for  condition 
monitoring. 

Another  concept  basic  to  vibration  monitoring  is  the  concept  of 
source-path-receiver  [30] .  The  oscillatory  motion  of  a  machine  represents 
the  response  to  dynamic  events  internal  or  external  to  the  machinery. 
Figure  IV-3  illustrates  this  concept. 
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Figure  IV-3.  Source-path-receiver  Model. 
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This  figure  depicts  a  gearbox  with  the  gear  mesh  producing  the 
vibrations  of  interest.  Other  examples  of  internal  sources  are  rotor 
imbalance,  coupling  misalignment,  bearing  defects,  and  worn 
components.  Each  of  these  examples  represent  defects  which  when 
corrected  will  reduce  the  amplitude  of  the  vibrations  produced  by  the 
machinery.  Examples  of  external  sources  are  load  variator..,,  cnanges  in 
flow  conditions,  and  vibrations  of  adjacent  equipment.  All  represent 
problems  not  associated  with  defects  in  the  monitored  machinery.  The 
transmission  of  the  forces  from  their  sources  follows  a  path  through  the 
machinery’s  structure.  This  path  can  effect  the  vibration  produced  by  the 
source  in  several  ways  and  include  amplification,  modulation,  and 
damping.  The  transducer  is  the  final  part  of  the  path  and  represents  the 
receiver  of  the  modified  vibration  produced  by  the  source. 

B.  Early  Vibration  Monitoring  Techniques 

An  understanding  of  the  early  vibration  monitoring  programs  is 
important  in  order  to  comprehend  the  more  recent  techniques.  Early 
vibration  monitoring  programs  utilized  the  vibration  signal  from 
machinery  to  produce  a  measurement  of  the  overall  level  of  vibration  that 
the  machinery  was  experiencing.  This  overall  or  broad  band  vibration  level 
is  normally  the  root  mean  square  (rms)  level  of  the  vibration  signal.  The 
equipment  used  for  measuring  this  level  is  much  like  a  volt-meter  which 
indicates  the  rms  level  of  an  electrical  voltage  signal.  This  method  is 
simple,  adaptable  to  hand  held  devices,  and  produces  data  values  which 
can  be  recorded  and  manipulated  easily. 

To  assist  maintenance  managers  in  correlating  the  measured  levels 
to  machinery  condition,  standards  were  developed  by  engineering 
organizations  and  many  manufacturers  started  to  provide 
recommendations  and  guidelines  for  acceptable  levels  of  vibration  for  their 
products.  Figure  IV-4  illustrates  the  types  of  information  available  in  these 
standards  [33].  This  figure  shows  an  example  of  a  vibration  severity  chart 
and  it  can  be  seen  that  relative  increases  and  not  absolute  vibration  levels 
are  the  most  important.  This  chart  is  drawn  up  for  vibration 
measurements  made  in  the  10  Hz  to  1  kHz  frequency  range  according  to 
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International  Standards  (ISO  2372/3  &  3945).  This  chart  also  shows  that  an 
increase  of  x2.5  (8  dB)  indicates  a  change  in  the  condition  classification, 
and  an  increase  of  xlO  (20  dB)  indicates  that  vibration  levels  have  reached 
the  "danger''  zone.  The  broad  band  vibration  of  a  piece  of  equipment  could 
be  compared  to  the  levels  on  a  chart  such  as  this  and  a  determination  of  the 
condition  of  the  equipment  could  be  made.  There  are  several  problems  with 
this  type  of  monitoring  technique.  Randall  [34]  points  out  that  these 
standards  apply  to  "typical"  machinery  and  maintenance  personnel  can 
never  be  certain  whether  the  machinery  they  monitor  is  typical.  This  leads 
to  a  situation  like  that  discussed  in  preventive  maintenance  programs, 
where  some  machinery  is  being  given  attention  it  does  not  need  and  other 
machinery  is  failing  because  it  operates  "quieter"  than  it  should.  To  correct 
this  problem,  the  literature  shows  that  users  of  vibration  analysis 
equipment  have  generally  developed  in-house  standards  based  on 
experience  to  set  the  acceptable  vibration  levels  for  machinery.  In  many 
cases  these  new  limits  are  often  far  more  stringent  than  those 
recommended  by  outside  sources. 


Figure  IY-4.  Example  of  the  Vibration  Severity  Chart  Used  for  Assessing 

Machine  Condition  [Ref.  33] 
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A  second  problem  with  this  type  of  chart  is  that  no  diagnostic 
information  is  provided  from  the  vibration  level.  When  a  piece  of  machinery 
has  an  unacceptable  level  of  vibration,  the  maintenance  personnel  has  no 
way  of  determining  what  component  has  failed  [34].  To  correct  the 
vibration  problems,  inspections  requiring  the  machinery  to  be  fully 
disassembled  are  performed  to  determine  the  cause  of  the  vibrations.  This 
process,  as  has  been  discussed  earlier,  is  wasteful  of  both  time  and 
material. 

A  third  problem  with  broad  band  levels  is  that  they  are  not  sensitive 
to  damage  occurring  in  the  machinery.  Significant  changes  in  the  broad 
band  level  of  vibration  due  to  damage  is  slow,  giving  the  impression  that 
nothing  is  wrong  with  the  machinery  until  a  point  where  failure  is 
imminent  [34].  Elbestawi  and  Lau  [35]  support  this  observation  stating  that 
the  broad  band  level  frequently  does  not  detect  early  stages  of  deterioration 
in  machinery  condition.  As  such,  broad  band  vibration  level  has  little 
support  as  a  monitoring  technique  among  the  leading  authors  of  condition 
monitoring  literature.  This  has  lead  to  development  of  improved 
monitoring  techniques  using  frequency  domain  analysis. 


C.  Frequency  Domain  Analysis 

The  most  popular  technique  for  analyzing  vibration  signals  is 
frequency  domain  analysis.  Smith  [31]  notes  that  frequency  domain 
analysis  is  referred  to  by  an  endless  number  of  various  names  including 
frequency  analysis,  wave  analysis,  Fourier  analysis,  FFT  analysis,  spectral 
analysis,  and  many  others.  For  all  practical  purposes  these  names  mean 
the  same  thing,  they  present  information  indicating  the  level  of  vibration  at 
a  particular  frequency. 
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Braun  [32]  notes  several  reasons  why  frequency  analysis  of  vibrations 
is  the  method  most  often  used  in  condition  monitoring  programs: 

•  large  reduction  of  data  from  time  signal  format 

•  data  presented  in  easily  understood  format 

•  data  characteristics  easily  extracted 

•  wide  spread  availability 

It  is  arguable,  but  the  final  reason  is  the  primary  reason  for  the  popularity 
of  frequency  domain  analysis.  The  availability  of  equipment  and  software 
with  the  Fast  Fourier  Transform  (FFT)  algorithm  has  enabled  frequency 
analysis  to  become  significantly  more  popular  than  others. 


Figure  IV-5  illustrates  both  time  and  frequency  domain 
representations  of  a  signal.  The  upper  portion  of  this  figure  depicts  a  time 
domain  signal  from  an  accelerometer  and  the  lower  portion  of  the  figure 
depicts  the  same  data  after  an  FFT  has  been  performed  on  it  with  the  result 
being  a  representation  of  the  signal  in  the  frequency  domain.  This 
frequency  domain  representation  is  used  for  monitoring  purposes  and  will 
be  called  a  frequency  spectra  or  spectra  in  this  report. 
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The  analysis  of  time  signals  and  their  spectral  representations  is  not 
new  and  have  long  been  studied  by  electrical  and  electronics  personnel. 
Many  of  the  vibration  analysis  techniques  that  fall  under  the  frequency 
domain  category  rely  on  relationships  which  are  well  established  and  tested 
and  much  of  the  vibration  analyst's  work  is  to  relate  signal  information  to 
the  system  it  represents.  The  spectral  display  gives  frequency  analysis  its 
strength  as  a  machinery  diagnostics  tool.  This  is  especially  true  for 
rotating  machinery  due  to  the  machinery's  cyclic  nature  of  operation.When 
the  vibration  signal  is  transformed  into  the  frequency  domain,  the  discrete 
frequencies  and  amplitudes  in  the  spectra  can  be  directly  related  to  specific 
conditions  occurring  to  the  machinery.  Figure  IV-6  is  an  example  where 
several  distinct  peaks  in  the  spectra  are  related  to  the  dynamics  of  the 
machinery  monitored. 
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Figure  IV-6.  Narrow-band  Diagnostic  Spectrum  from  a  Reactor  Coolant 

Pump  [Ref.  33] 

In  this  spectra  prominent  frequency  components  can  be  related  to  the 
dynamics  of  the  machinery  operation.  Easily  identified  are  shaft  rotational 
speed  and  multiples  of  the  rotational  speed  dependent  upon  the  physical 
construction  of  the  pump.  With  this  process  the  frequency  components  that 
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make  up  the  time  domain  signal  can  be  separated,  and  in  theory, 
evaluation  of  machinery  condition  can  be  made  by  analyzing  the  changes 
that  occur  to  the  frequency  components  of  these  spectrum  values. 

Two  different  frequency  ranges  are  considered  in  frequency  domain 
analysis:  broadband  and  narrowband.  Broadband  has  a  rather  wide 
frequency  range,  typically  10  Hz  to  10  kHz  in  naval  applications.  Broadband 
analysis  quantifies  the  overall  characteristics  of  machine  vibration  in  a 
wide  frequency  range  at  the  particular  measurement  location.  Broadband 
measurement  does  not  usually  have  enough  frequency  resolution  to 
evaluate  spectral  peaks.  Narrowband  has  a  narrow  frequency  range  in 
which  a  small  frequency  resolution  is  obtained.  With  enough  knowledge  of 
the  characteristic  frequencies  of  the  machinery,  the  narrowband  data  can 
be  used  to  detect  the  specific  faults  in  the  machine.  The  individual 
frequency  components  have  proven  to  be  much  more  sensitive  to  damage 
than  the  broad  band  measurements.  In  a  monitoring  program  individual 
frequencies  are  monitored  for  change.  Evaluating  the  changes  in  these 
frequencies  and  relating  the  change  to  a  machinery's  condition,  as 
discussed  earlier,  is  generally  gained  through  experience.  However,  the 
literature  does  provide  some  guidance.  For  detection  and  diagnostics 
purposes  the  vibration  level  of  the  machine  when  it  is  in  a  known  good 
condition  should  be  used  as  the  reference  and  subsequent  measurements 
are  to  be  compared  to  this  baseline  level.  It  is  stated  that  when  setting  alert 
levels  on  machinery  monitored  in  the  Navy  surface  ship  vibration 
monitoring  program,  in  the  absence  of  experience  or  other  guidelines,  an 
alert  criterion  is  indicated  when  a  specific  frequency  component 
experiences  a  6  dB  increase  from  the  previous  measurement  [1].  Reference 
[34]  is  more  specific,  stating  that  a  rise  of  6-8  dB  over  a  baseline 
measurement  should  be  considered  significant.  This  reference  continues 
by  noting  that  a  20  dB  increase  should  be  considered  as  an  indication  of  ~ 
serious  problem. 

These  levels  can  be  related  to  the  fault  detection  and  diagnostics 
process  presented  in  Chapter  II.  The  6  dB  rise  would  be  equivalent  to  a 
fault  being  detected.  The  20  dB  rise  can  be  thought  of  as  a  measure  of 
damage,  this  level  indicates  to  the  operator  that  shutdown  and  repair  of  the 
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machinery  is  needed.  The  use  of  the  frequency  of  a  monitored  component 
could  be  considered  a  diagnostic  process  that  assists  in  locating  the 
probable  source  of  the  fault  producing  the  increase  in  vibration.  Use  of  the  6 
dB  level  for  fault  detection  provides  a  means  to  classify  the  data  from 
frequency  spectra  and  to  make  comparisons  with  the  statistical  parameters 
calculated. 

The  most  common  and  the  simplest  method  of  using  this  data  is 
called  trend  analysis.  In  its  most  basic  form,  the  amplitudes  of  specific 
frequency  components  are  recorded  and  the  levels  compared.  Figure  IV-7 
is  a  collection  of  data  from  a  low  pressure  heater  drain  pump. 
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Figure  IV-7.  Trend  Curve  from  a  Low  Pressure  Heater  Drain  Pump 

Measured  at  1 20  Hz  [Ref.  33] 

The  figure  shows  velocity  levels  from  three  different  measurement 
points,  two  radial  measurements  made  on  inboard  and  outboard  bearings 
and  an  axial  measurement.  The  measured  data  was  used  to  produce  three 
spectra  and  the  amplitude  displayed  occurred  at  120  Hz.  The  data  for  the 
inboard  bearing  shows  an  increase  in  level  and,  after  replacement,  the 
level  returns  to  a  level  near  the  baseline.  This  technique  is  fairly  simple, 
requiring  only  that  the  expected  machinery  characteristic  frequencies  be 
known  and  that  consistent  measurement  techniques  be  used  by  monitoring 
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personnel.  But  there  are  several  problems  with  using  this  type  of 
monitoring  process.  The  first  problem  is  the  limited  number  of  machines 
that  can  be  effectively  monitored  by  hand.  It  is  not  difficult  to  see  that  the 
number  of  machines  that  can  be  monitored  and  the  number  of  frequencies 
analyzed  by  manual  methods  quickly  becomes  unmanageable.  This  limits 
manual  monitoring  to  a  small  number  of  machines.  In  order  to  increase 
the  number  of  monitored  machines  some  form  of  automated  system  must 
be  used. 

Movement  towards  automated  systems  quickly  leads  to  new  problems 
that  have  to  be  overcome.  Two  of  these  problems  include  normalizing  the 
frequency  components  to  allow  for  slight  changes  in  speed  and  developing 
methods  to  transfer  data  to  a  data  processor.  This  later  problem  involves 
decisions  on  hard  wiring  sensors  throughout  a  plant  or  using  equipment 
that  will  permit  data  to  be  collected  by  hand,  stored  on  a  temporary  medium 
and  then  transferred  to  the  processing  equipment.  These  problems  are  not 
trivial  and  the  costs  and  time  required  to  overcome  them  can  be  significant. 

Another  problem  with  trending  narrow  band  data  is  the  spread  that 
can  occur  in  the  measured  data.  Randall  [34]  notes  that  individual 
components  can  be  very  sensitive  to  small  load  changes.  This  produces  data 
that  can  vary  significantly.  Combine  this  aspect  with  variations  that  can  be 
introduced  when  several  different  personnel  are  taking  measurements  and 
data  can  easily  be  produced  that  can  vary  by  the  6  dB  criteria.  Another 
problem  with  using  trend  analysis  is  that  the  response  of  a  component  to 
damage  is  not  always  linear,  but  can  be  nonlinear  [34],  Figure  IV-8 
illustrates  this  problem. 
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Figure  IV-8.  Nonlinear  Response  of  Vibration  Level  to  Damage 

This  nonlinear  trend  illustrates  that  using  linear  predictions  to 
determine  when  a  breakdown  will  occur  can  be  ineffective.  The  data  shown 
in  the  figure  indicates  a  period  where  the  data  has  reached  a  stable  level, 
however  during  this  stable  period  it  is  very  possible  that  damage  to  the 
machine  was  continuing  and  could  have  produced  a  sudden  failure.  This 
response  can  lead  to  a  false  sense  of  security  after  the  initial  rise  in  level 
has  occurred. 

A  third  problem  pointed  out  by  Randall  [34]  is  that  many  types  of 
faults  do  not  produce  changes  in  single  frequency  components,  but  instead 
produce  harmonics  or  sidebands.  This  leads  to  problems  in  deciding  which 
frequencies  to  trend  on.  Figure  IV-9  illustrates  the  harmonics  that  can 
appear  in  a  measurement. 
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Figure  IV-9.  Harmonics  in  a  Measurement  [Ref.  33] 

Figure  IV-10  illustrates  the  appearance  of  sidebands  around  a  frequency 
component. 


Figure  IV-10.  Sidebands  around  a  frequency  component  [Ref.  33] 
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These  phenomena  in  the  frequency  spectra  make  use  of  frequency 
domain  techniques  even  more  difficult  and  efforts  are  being  made  to  develop 
new  techniques  to  reflect  the  changes  that  occur  to  the  frequency 
components  of  a  measured  spectrum.  But  because  of  the  number  of  data 
points  to  be  handled,  normally  800  line  spectra,  the  reliance  on  automated 
systems  and  the  inherent  difficulties  already  discussed  arise. 

At  this  point,  the  techniques  described,  with  the  exception  of  time 
synchronous  averaging  to  be  discussed  next,  represent  the  state-of-the-art 
in  vibration  monitoring  techniques.  There  is  a  significant  amount  of 
literature  written  on  the  benefits  of  vibration  monitoring,  but  for  the  most 
part,  the  systems  installed  in  operating  industrial  plants  are  some  form  of 
trend  monitoring  based  on  either  broadband  vibration  levels  or  narrowband 
vibration  levels.  These  systems  can  and  have  shown  good  results  and  are  a 
significant  improvement  over  the  situation  when  no  monitoring  system  is 
present. 


D.  Time  Synchronous  Averaging 

Time  synchronous  averaging,  sometimes  called  synchronous  time 
domain  averaging,  is  a  time  domain  monitoring  technique.  Time  domain 
techniques  utilize  the  vibration  signal  in  a  form  that  is  similar  to  the  signal 
produced  by  the  vibration  transducer.  Time  synchronous  averaging  is  the 
only  technique  in  this  category  that  has  any  semblance  of  wide  spread  use 
in  industry.  McFadden  [36]  emphasizes  the  problem  of  using  frequency 
spectra  for  complex  machinery  such  as  gear  boxes.  In  these  spectra 
frequency  components  are  so  numerous  that  the  spectrum  is  too  complex  to 
analyze.  In  this  synchronous  time  domain  averaging  technique,  two 
signals  are  required,  the  first  is  the  monitored  vibration  signal  and  the 
second  signal  is  called  a  keyphasor.  The  keyphasor  acts  as  a  trigger  signal. 
This  keyphasor  marks  the  revolution  of  a  shaft  and  is  used  to  trigger 
electronic  equipment  to  mark  the  start  of  data  collection.  After  many 
averages  the  vibrations  which  are  not  synchronous  with  the  rotation  the 


keyphaser  is  tracking  tend  to  cancel,  and  the  remaining  waveform  provides 
an  estimate  of  the  vibration  related  to  the  shaft  being  keyed  on.  This 
technique  is  used  for  gearboxes  as  it  reduces  the  vibration  signal  from  other 
components  in  the  system.  Figure  IV-ll  illustrates  the  process. 
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Figure  IV-ll.  Synchronous  Time  Domain  Averaging  [Ref.  5] 

In  the  literature  this  technique  is  almost  exclusively  used  for 
analysis  of  gear  faults  because  of  its  capability  to  provide  a  graphic  display 
of  the  state  of  the  gear  mesh.  Figure  IV-12  illustrates  time  synchronous 
signal  averaging  for  a  perfect  gear,  a  slightly  misaligned  gear,  a  heavily 
worn  gear,  and  a  gear  with  a  fractured  tooth. 
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Figure  IV-12.  Time  Synchronous  Signal  Averaged  signals  for  a  Gear 

[Ref.  38] 
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E.  Quefrency  Domain  -  Cepstral  Analysis 

The  cepstrum  was  originally  defined  as  the  power  spectrum  of  the 
natural  logarithm  of  the  power  spectrum  of  the  signal.  Cepstral  analysis  is 
a  quefrency  domain  technique  developed  to  highlight  periodicities  that 
occur  in  the  spectrum  in  the  same  manner  as  the  spectrum  is  used  to 
highlight  periodic  components  occurring  in  the  time  domain  signal. 
Originally  the  cepstrum  was  used  in  radar  and  seismic  applications,  and 
has  proven  to  be  useful  in  detecting  periodicities  in  the  frequency  spectra 
[38].  Elbestawi  and  Lau  [35]  noted  that  when  damage  occurs  to  some  types 
of  machinery,  families  of  side  bands  can  develop  around  carrier 
frequencies  and  analysis  of  the  spectrum  made  from  monitored  data  can 
become  very  difficult.  The  families  of  sidebands  become  peaks  in  the 
cepstrum.  The  cepstrum  also  has  peaks  that  correspond  to  harmonic 
components  in  the  spectra. 

Advantages  of  using  cepstral  analysis  for  condition  monitoring 
purposes  include: 

•  highlights  periodicities  in  the  spectra  of  signals 

•  represents  the  total  power  content  of  families  of  harmonics  as  a 

single  component 

The  main  emphasis  of  this  description  is  placed  on  the  logarithmic 
amplitude  of  the  spectrum.  The  natural  logarithm  is  used  in  the 
computation  of  the  cepstrum  and  this  differentiates  the  cepstrum  from  the 
auto-correlation  function.  In  the  literature  three  different  cepstrums  are 
discussed  [38]  : 

•  the  power  cepstrum 

•  the  complex  cepstrum 

•  the  phase  cepstrum 
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In  general  the  power  cepstrum  has  the  most  application  to  condition 
monitoring,  the  remaining  two  cepstrums  require  phase  information  not 
normally  obtained  in  vibration  monitoring.  Figure  IV-13  illustrates  a 
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Figure  IV-13.  (a)  Spectrum  and  (b)  the  Corresponding  Cepstrum  [Ref.  13] 

In  order  to  differentiate  this  "new"  time  domain  from  the  signals  in 
the  original  ;ime  domain,  the  original  developers  of  the  cepstrum  devised  a 
clever  method  of  describing  occurrences  in  this  "new"  time  domain.  It  is 
very  easy  to  see  where  the  terminology  came  from: 


Cepstrum 

Quefrency 

Rahmonics 

Liftering 


Spectrum 

Frequency 

Harmonics 

Filtering 


There  are  many  more  terms  that  may  be  encountered  in  the 
literature  and  Reference  [38]  lists  many,  but  these  four  are  the  most 
common.  The  quefrency  describes  the  measurement  of  time  on  the 
horizontal  axis  of  the  cepstrum.  It  has  units  of  seconds.  Rahmonics  would 
be  a  series  of  spikes  appearing  in  a  cepstrum,  these  spikes  would  appear  at 
equal  spacing. 
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Chapter  16  of  Reference  [39]  is  very  helpful  in  providing  one  of  the  few 
descriptions  on  how  the  cepstrum  is  interpreted.  The  important  point  is 
that  the  amplitude  of  an  individual  spike  in  the  cepstrum  represents  the 
power  content  of  its  corresponding  harmonics  that  appear  in  the  power 
spectrum.  This  result  is  useful  in  quantifying  the  severity  of  an  event. 
However,  Mathew  [3]  points  out  that  although  this  amplitude  normally 
increases  with  severity,  research  has  shown  that  it  can  decrease  even 
though  the  severity  of  the  damage  is  great  enough  to  secure  the  machine. 

Courrech  in  Chapter  16  of  Reference  [39]  presents  plots  utilizing  the 
amplitude  of  a  cepstral  event  in  a  manner  similar  to  those  used  in  trend 
monitoring.  Mathew  [3]  also  presents  graphs  of  his  research  and  has 
excellent  explanations  on  how  to  interpret  the  cepstral  analysis.  Like 
Courrech,  he  uses  the  cepstrum  amplitude  in  a  trend  analysis. 

Only  limited  experimental  research  utilizing  the  cepstrum  for 
condition  monitoring  purposes  is  presented  in  the  literature.  The  material 
that  is  presented  utilizes  the  technique  primarily  in  the  detection  of  gear 
faults,  although  Lyon  [30]  has  used  the  technique  on  combustion  engines. 
Stronach  et  al.  [18]  note  that  cepstral  analysis  was  not  adaptable  to  analysis 
of  reciprocating  compressors. 

This  lack  of  literature  shows  that  use  of  the  cepstrum  is  not 
widespread  in  the  field,  but  the  technique  is  being  presented  in  several 
vibration  monitoring  courses  presented  by  equipment  manufacturers  and 
the  Shock  and  Vibration  Handbook  [39]  does  have  a  small  section  describing 
its  use.  But  more  research  needs  to  be  conducted  and  presented  in  order  to 
determine  its  usefulness  to  monitoring  a  wide  selection  of  machinery  types. 
Other  problems  cited  in  the  literature  include  difficulty  in  automating  the 
process  and  difficulty  in  getting  maintenance  personnel  to  use  the 
technique. 
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F.  Amplitude  Probability  Density  Function 


Amplitude  probability  density  function  (p.d.f.)  techniques  are  a 
subset  of  time  domain  vibration  monitoring  techniques.  Techniques  that 
fall  under  this  category  are  touched  upon  in  the  literature,  but  no  in  depth 
study  of  them  was  found.  Some  research  that  focuses  on  certain  aspects  of 
the  p.d.f.  indicates  that  it  may  be  worthy  of  additional  research.  The 
foundation  of  the  techniques  that  lie  in  this  category  are  based  on  the  use  of 
the  monitored  vibration  signal  to  develop  a  probability  density  function  and 
then  determine  the  condition  of  the  monitored  machinery  based  on  changes 
that  occur  to  the  p.d.f.. 

Reference  [32]  notes  that  the  p.d.f.  of  machinery  is  fairly  insensitive 
to  small  variations  of  the  machinery's  operation  and  quite  often  has  the 
appearance  of  a  Normal  or  Gaussian  distribution.  Figure  IV-14  illustrates 
the  change  in  the  p.d.f.  before  and  after  damage  occurs  in  a  machine. 


Figure  rV-14.  The  Probability  Density  Function  of  the  Normalized 
Acceleration  of  a  Bearing  in  Good  Condition  (Solid  Line)  and  after  damage 

was  inflicted  (dashed  line)  [Ref.  47] 

Braun  [32]  notes  that  the  fault  induced  by  wear  follows  a  basic 
pattern.  First,  localized  defects  will  appear  on  the  component.  These 
localized  defects  have  an  impulsive  nature  and  will  cause  vibrations  that 
will  increase  the  high  amplitude  regions  of  the  p.d.f.  (the  tails).  As  the 
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damage  area  grows,  the  defects  become  more  distributed  and  will  affect  the 
entire  p.d.f..  These  changes  should  be  reflected  as  changes  in  the 
parameters  that  describe  the  p.d.f..  The  most  common  of  these  parameters 
are  the  mean,  root  mean  square,  and  the  variance  and  are  lower  order 
moments  of  the  p.d.f..  Other  parameters  can  be  determined  from  higher 
order  moments  of  the  p.d.f.. 

One  of  the  more  popular  higher  order  moments  used  in  the  literature 
is  the  normalized  fourth  moment,  called  kurtosis.  This  parameter  is 
discussed  in  a  handful  of  papers  with  mixed  results  reported  on  its 
usefulness.  Dyer  and  Stewart  [41]  have  shown  kurtosis  to  be  very  useful  in 
detecting  bearing  damage,  especially  when  used  over  a  series  of  frequency 
spans.  Stronach  et  al.  [18]  also  reported  that  kurtosis  was  extremely 
responsive  in  detecting  faults  in  reciprocating  compressors.  Etbestawi  and 
Lau  [35],  however,  indicated  the  use  of  kurtosis  was  ineffective. 

One  of  the  more  significant  advantages  of  these  techniques  based  on 
the  p.d.f.  is  the  large  reduction  in  data  that  is  handled.  The  techniques 
reduce  the  monitored  signal  down  to  single  numbers  that  can  be  used  as  an 
indication  of  the  machinery  condition.  This  is  a  significant  decrease  in  the 
amount  of  data  compared  to  techniques  in  the  frequency  domain.  Another 
advantage  for  techniques  based  on  the  p.d.f.  is  the  ability  to  eliminate 
trending  processes.  For  example,  the  kurtosis  value  for  a  Gaussian  (or 
Normal)  distribution  is  3.0.  Braun  [32]  suggests  that  this  value  can  be  used 
as  an  indicator  of  a  healthy  machine,  subsequent  high  levels  of  this 
parameter  would  be  indicative  of  a  possible  fault  condition.  A  limitation  of 
this  technique  is  that  it  provides  no  diagnostics  information. 


G.  Shock  Pulse  Measurement 

Shock  pulse  measurement  is  a  technique  which  falls  under  the  time 
domain  category.  This  technique  was  found  in  only  a  few  of  the  papers 
reviewed,  which  is  surprising  since  it  is  a  device  which  is  apparently  on  the 
market  and  appears  to  be  successful  in  the  detection  of  bearing  faults. 
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Shock  pulse  measurement  utilizes  the  impulsive  nature  of  localized 
defects  that  was  described  in  the  previous  section.  Reference  [32]  provides  a 
detailed  description  of  the  monitoring  technique.  Basically  the 
measurement  system  utilizes  a  high  frequency  low  damped  accelerometer. 
The  frequency  cited  in  the  reference  is  30  kHz  and  in  this  frequency  range 
there  is  little  response  from  the  monitored  machinery.  The  response  of  this 
instrument  to  the  vibration  characteristics  of  a  localized  defect  is  a  decaying 
sinusoidal  signal.  In  the  literature  this  technique  has  been  fairly  well 
received.  Xistris  and  Lowe  [42]  indicate  that  at  one  time  the  Canadian  Navy 
was  considering  the  use  of  this  method  in  its  monitoring  program.  No 
follow-on  reports  were  found. 
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V.  NAVAL  MACHINARY  CONDITION  MONITORING  AND 
DIAGNOSTICS:  A  REVIEW  OF  AVAILABLE  LITERATURE 


A.  General 

As  discussed  in  Chapter  IV,  vibration  monitoring  is  widely  accepted 
as  a  vehicle  to  determine  machinery  health.  The  current  common  practice 
indicates  that  machinery  conditions  are  predicted  based  on  the  vibration 
measurement  by  a  single  transducer  at  various  pick  up  locations  (usually 
in  radial  and  axial  directions).  For  critical  machineries,  bi-axial  and  tri- 
axial  transducers  are  also  used.  In  addition  to  vibration  data,  other 
parameters  such  as  temperature,  pressure,  flow  rate,  and  debris  are  also 
used  as  diagnostic  tools.  Again,  as  mentioned  before,  a  limited  number  of 
available  literatures  has  been  reviewed  and  naval  approaches  on 
machinery  condition  monitoring  and  diagnostics  are  discussed. 

SMMSO  (Submarine  Monitoring  Maintenance  &  Support  Program 
Office)  funded  DTRC  (David  Taylor  Research  Center)  and  Tracor,  Inc.  in 
1985-86  to  study  different  signal  processing  techniques  and  analytical 
methods  for  analyzing  vibration  data  [43j.  During  the  course  of  this  work, 
thirteen  major  vibration  analysis  techniques  were  examined:  (1)  signature 
analysis,  (2)  demodulation  of  high  frequency  acceleration,  (3)  cepstrum,  (4) 
frequency  clustering,  (5)  analysis  of  acceleration  amplitude,  (6)  trend 
analysis  and  process  modeling,  (7)  pattern  recognition,  (8)  transient 
analysis,  (9)  phase-locked  processing,  (10)  cross-sensor  processing,  (11) 
intensity  measurements,  (12)  bispectrum  and  (13)  Hilbert  transforms.  It 
was  concluded  that  vibration  analysis  is  an  effective  means  of  early 
detection  for  the  majority  of  the  problems  investigated. 

Monitoring  machinery  could  consist  of  multiple  numbers  of  various 
types  of  bearings,  gears,  shafts,  impellers,  valves,  and  so  on.  In  many 
situations,  signatures  from  one  component  mask  signatures  from  another 
and  the  drastic  change  in  response  characteristics  of  one  particular 
component  is  not  detectable  in  the  measured  data  and  in  some  cases  the 
characteristic  signatures  cancel  each  other.  The  dynamic  responses  of 
machinery  depend  on  machinery  mechanisms,  materials  involved  and  the 
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overall  process  loop.  Without  understanding  the  interactions  of  these 
parameters,  it  is  difficult  to  evaluate  the  measured  responses  for  fault 
detection.  In  addition  as  new  machinery  is  developed,  it  is  very  difficult  to 
establish  the  baseline  data  for  fault  detection  since  there  is  no  experience 
with  the  machine.  For  example,  among  submarine-installed  machineries, 
the  turbine  driven  torpedo  ejection  pumping  system  is  one  system  which  is 
not  monitored.  No  general  monitoring  scheme  or  diagnostic  method  was 
available  for  this  sophisticated  machinery  when  it  was  designed  and 
reliable  past  measurements  have  yet  to  be  established.  SMMSO  recognized 
this  condition  quickly  and  initiated  a  project  at  NPS  (Naval  Postgraduate 
School)  to  develop  a  monitoring  method  for  this  equipment  with  enough 
generality  and  completeness  to  make  it  acceptable  for  a  wide  range  of  naval 
machinery. 

The  vibration  monitoring  programs  used  by  both  the  surface  ship  and 
submarine  communities  have  a  long  history.  References  [42-48J  provide  a 
limited  listings  of  available  literature  for  anyone  interested  in  the  history  of 
naval  vibration  monitoring  programs.  One  fact  is  evident  that  any 
monitoring  program  started  and  maintained,  even  the  most  primitive,  can 
be  shown  to  materially  reduce  the  cost  of  operating  the  equipment. 
However,  none  of  these  programs  can  detect  all  faults.  The  probability  of 
problem  detection  is  commonly  known  to  be  in  the  range  between  0.77  and 
0.92  [49J.  A  reduced  percentage  of  problems  will  always  exist  and  improved 
solutions  to  these  problems  can  lead  to  increased  savings  and  sound 
operating  machinery.  This  report  provides  some  insights  into  the  naval 
approaches  for  machinery  condition  monitoring  and  suggests  some 
recommendations  for  further  improvement  of  the  operation  of  the 
programs. 

B.  Naval  Vibration  Monitoring  Programs 

The  major  vibration  monitoring  program  being  used  by  the  surface 
forces  falls  under  the  control  of  the  Naval  Sea  Systems  Engineering  Station 
(NAVSSES).  This  program  is  called  the  Systems  and  Equipment 
Maintenance  Monitoring  for  Surface  Ships  (SEMMSS)  Program.  The 
submarine  program  falls  under  Naval  Sea  Systems  Command  (NAVSEA) 
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and  is  called  the  Submarine  Monitoring  Maintenance  and  Support 
Program  Office  (SMMSO).  The  SEMMSS  and  SMMSO  programs  are  the 
subject  of  this  section.  Marshall[44]  has  described  the  history  and 
procedures  of  the  surface  ship  program  SEMMSS  in  a  paper  published  in 
Naval  Engineers  Journal.  Although  a  formal  written  description  of  the 
submarine  vibration  program  SMMSO  is  not  available,  references  [44,  48J 
may  be  helpful. 

C.  Similarities  within  the  two  programs 

There  are  many  similarities  between  the  two  programs,  several  of 
these  are: 

(a)  Both  programs  utilize  monitoring  teams  to  collect  the  vibration  data 
from  fleet  units.  The  monitoring  teams  are  made  up  of  personnel  that  are 
independent  of  the  vessel  they  are  monitoring.  These  teams  are  given  the 
acronym  of  Performance  Monitoring  Teams  (PMT). 

Submari ne:  The  PMTs  report  to  the  submarine  to  perform  vibration 
monitori-  g  when  the  ship  is  scheduled  to  depart  on  sea  trials.  On  occasion, 
surveys  are  performed  in  port  when  the  submarines'  schedule  will  not 
support  additional  riders.  On  a  submarine  450-600  vibration  recordings  are 
made  by  the  PMT  during  an  average  survey  [49]. 

Surface  .8hip:  The  normal  routine  for  these  teams  is  to  report  to  a  ship 
early  in  ihe  week  to  begin  measurements,  if  the  team  has  no  major  delays 
the  survey  can  usually  be  completed  within  3  days.  However,  an  entire  week 
is  sched  lied  for  the  visit.  The  teams  are  completely  equipped  with  all 
equipments  needed  to  monitor  the  ship.  The  impact  on  the  vessel's  crew 
and  daih  routine  is  kept  to  a  minimum,  but  ship's  force  is  required  to  align 
and  ope.  ate  the  machinery  for  the  PMT.  The  team  is  responsible  for 
recording  the  vibrations  from  a  predetermined  list  of  machines.  Generally, 
for  each  machine  there  are  at  least  3  different  positions  that  have  to  be 
monitored.  If  the  machine  is  of  variable  speed  each  of  these  positions  is 
monitored  at  each  speed.  There  are  at  least  200  records  of  vibration 
readings  that  are  taken  by  the  PMT  for  each  ship  visited. 
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(b)  Both  the  PMT  utilizes  accelerometers  to  measure  the  vibration 
produced  by  the  machinery  that  is  being  monitored.  The  accelerometers 
used  are  general  purpose  rugged  and  reliable  models  that  are  made 
attached  by  the  use  of  magnetic  bases.  They  are  placed  on  clean  smooth 
discs  that  have  been  mounted  on  monitored  machinery.  The  discs  assure 
that  the  accelerometer  is  placed  at  the  same  location  each  time  the  machine 
is  monitored.  These  discs  are  attached  when  the  PMT  first  visits  a  ship. 
They  are  replaced  by  the  PMT  if  they  are  missing  or  damaged.  SMMSO 
accelerometers  are  500  mV/g  general  purpose  accelerometers.  Reference 
[46]  describes  the  evaluation  of  accelerometer  mount  transmissibility  for 
shipboard  machinery. 

(c)  When  the  survey  of  a  shipboard  machinery  is  completed,  the 
vibration  data  recorded  by  the  PMT  is  transferred  to  NAVSSES  (surface 
ship)  or  DTRC  (submarine)  where  the  data  is  stored  and  evaluated. 
Vibration  data  are  stored  as  frequency  spectra  in  general.  The  data 
storage,  retrieval  and  manipulation  are  done  on  a  VAX  computer  system. 

(d)  Both  programs  utilize  extensive  machinery  characteristic  files  that 
identify  key  frequencies  which  can  be  expected  from  monitored  machines. 
The  machinery  characteristic  files  are  obtained  from  the  vendors  and 
loaded  in  a  relational  data  base.  For  submarine  program,  it  is  published 
NAVSEA  S9073-AM-SBV*010/(U)  SSN,  SSBN.  Included  are  physical 
characteristics  such  as  the  number  of  rolling  elements  in  a  bearing,  the 
number  of  blades  on  an  impellor,  and  the  number  of  teeth  on  a  gear.  In 
addition,  test  conditions  are  provided. 

(e)  When  the  vibration  signal  data  is  received  by  NAVSSES  or  DTRC,  the 
process  of  evaluation  and  reporting  begins.  Each  of  the  frequency  spectra 
that  has  been  recorded  is  examined  by  an  experienced  analyst.  Each  of  the 
new  frequency  spectra  are  compared  to  a  reference  spectrum  and  to 
previous  spectra.  Both  programs  utilize  software  to  order  normalize  the 
spectra.  An  evaluation  of  the  condition  of  the  equipment  is  made  based  on 
changes  that  have  occurred  between  the  new  spectrum  and  the  reference 
spectrum.  The  analyst  making  this  recommendation  usually  has  several 
years  of  experience  and  examines  the  spectrum  quickly  and  efficiently. 
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Complete  evaluation  of  the  recordings  made  on  one  ship  may  take  several 
days.  For  submarine  program  [49],  approximately  65%  of  vibration  data  is 
reviewed  by  an  analyst  and  the  computer  screening  Filters  the  remaining 
35%.  It  requires  2-3  days  for  an  experienced  analyst  to  review  one  ship  set  of 
day. 

(0  Recommendations  for  maintenance  actions  are  forwarded  via 
message  to  the  monitored  ship.  These  recommendations  range  from  simple 
actions,  like  closely  watching  the  machine  for  future  problems,  to 
recommendations  for  immediate  action  such  as  complete  overhaul  at  the 
earliest  time  possible  due  to  impending  failure.  Equipment  with  no 
recommendations  are  assumed  to  be  operating  properly.  The  ship  is 
responsible  for  taking  corrective  actions  on  the  machinery.  For  submarine 
program,  the  SMMSO  VMP  requires  formal  feedback  as  stated  in  NAVSEA 
S9073-AM-SBV-OKXU)  SSN,  SSBN  and  COMSUBLANT  and  COMSUBPAC 
INSTR  4790.  Feedback  is  loaded  into  a  relational  data  base  where  it  is 
reviewed  by  the  analyst  during  analysis  of  the  vibration  spectra. 

D.  Differences  between  the  Two  Programs 

The  programs  have  key  areas  where  they  differ: 

(a)  Although  both  programs  measure  the  acceleration  of  the  vibratory 
motion  of  a  monitored  machine,  one  uses  velocity  and  the  other  uses 
acceleration.  The  surface  program  integrates  the  signal  and  uses  the 
velocity  in  its  evaluation  of  the  signal.  Surface  program  operators  state  that 
this  is  done  in  order  to  improve  the  dynamic  range  of  the  monitored  signal. 
However,  the  authors  believe  the  use  of  velocity  in  the  surface  program  is  a 
product  of  the  origins  of  the  program.  In  the  early  days  of  vibration 
monitoring  velocity  transducers  were  used  in  monitoring  programs.  These 
transducers  were  more  cost  effective  than  accelerometers  and  most  of  the 
recording  equipment  that  was  of  reasonable  cost  was  limited  in  its  dynamic 
range.  Because  of  this,  many  of  the  early  industrial  standards  developed  for 
machinery  vibration  limits  were  given  in  units  of  velocity.  As  the 
technology  for  recording  and  measuring  increased  in  capability, 
acceleration  became  much  easier  to  record  and  became  cost  effective.  The 


acceleration  signal  is  effective  across  a  much  wider  frequency  range  than 
was  possible  with  velocity,  unfortunately  many  of  the  standards  have  not 
been  updated  to  reflect  the  new  technology.  Because  of  this  many  programs 
can  be  found  that  still  utilize  velocity.  The  submarine  program  utilizes 
acceleration. 

(b)  A  second  difference  can  be  found  in  the  training  of  the  personnel 
assigned  to  the  PMTs.  The  surface  PMTs  are  composed  primarily  of 
enlisted  sailors  (E3-E6),  with  some  Chief  Petty  Officers.  The  senior  member 
of  the  team  that  comes  aboard  the  ship  is  usually  a  Senior  or  Master  Chief 
Petty  Officer.  On  the  other  hand,  the  submarine  PMT  leader  and  assistant 
leader  are  engineer  qualified  LT's  and  LCDR's.  They  are  hand  picked  as 
are  all  members  of  the  PMT  and  approved  personally  by  the  Program 
Manager. 

(c)  The  training  that  is  provided  to  the  PMT  by  the  parent  organization 
varies  and  has  an  impact  on  the  quality  and  reliability  of  the  data  collected 
during  a  survey  of  a  ship.  The  overall  effectiveness  of  the  visit  may  vary 
from  ship  to  ship,  and  is  very  dependent  on  the  training  cycle  and  expertise 
of  the  PMT.  The  surface  program  provides  periodic  training  of  the  PMTs. 
The  SMMSO  PMT  members  involved  in  vibration  monitoring  are  trained  by 
DTRC,  attend  factory  and  Navy  schools  and  are  given  refresher  training 
semiannually  by  DTRC  and  SMMSO. 

(d)  Both  programs  use  the  frequency  spectrum  of  the  collected  data  and 
compare  it  to  earlier  spectrum  in  order  to  see  where  vibration  levels  have 
changed.  The  magnitude  of  these  vibration  levels  are  then  compared  to  a 
standard  in  order  to  evaluate  the  severity  of  the  vibration.  This  severity  is 
then  used  to  make  recommendations  on  repair.  For  submarine  program, 
the  current  spectrum  compares  to  (1)  the  seven  previous  spectra,  (2) 
acceptance  criteria,  (3)  maintenance  criteria,  and  (4)  data  validity  criteria. 
In  Marshall's  overview  of  the  surface  ship  program  [44]  ,  he  describes  the 
method  used  to  establish  typical  levels  of  vibration  in  order  to  evaluate  the 
condition  of  similar  types  of  machines.  He  writes: 
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"Until  recently,  a  variety  of  military  standards  could  be  applied  as  criteria. 
With  the  advent  of  computer  applications  to  vibration  analysis,  statistical  methods 
have  been  mandated;  populations  of  vibration  data  for  each  individual  location  and 
machine  are  treated  to  yield  mean  and  standard  deviation  values.  For  broad  bind 
numbers,  this  results  in  single  integers  which  can  be  used  as  a  screening  tool.  For 
narrowband  spectra,  the  process  involve  manipulation  of  each  of  the  400  or  more  data 
elements  which  comprise  each  spectrum,  which  are  then  recombined  to  give  an 
average  spectrum'  (mean  plus  one  or  two  sigma)  against  which  are  combined  current 
and  previous  spectra.'' 


(e)  The  submarine  program  has  the  ability  to  immediately  judge  the 
quality  of  the  just  recorded  spectrum.  The  team  is  trained  to  recognize  what 
a  good  spectrum  looks  like  and  they  make  sure  that  quality  data  is 
gathered.  Base  line  spectra  for  all  equipments  is  provided  to  each 
submarine  and  updated  when  equipment  has  been  repaired.  In  addition, 
the  submarine  has  the  capability  of  producing  their  own  spectra  with  their 
installed  vibration  monitoring  equipment.  In  the  surface  program  a 
measurement  that  is  faulty  is  not  discovered  until  the  analyst  examines  the 
data.  The  surface  ship  does  not  have  onboard  monitoring  capabilities  and 
equipments. 


(f)  The  submarine  program  has  the  ability  of  using  a  sound  silencing 
petty  officer.  This  is  an  individual,  assigned  to  each  submarine,  who  has 
received  training  in  monitoring  machinery.  This  is  a  major  advantage. 
Follow  on  measurements  of  equipment  can  be  performed  on  the  ship  in 
order  to  have  up-to-date  status  on  the  equipment. 

(g)  The  Quarterly  Vibration  Survey  Report  produced  by  the  surface 
monitoring  program  consists  of  prioritized  maintenance  actions  and 
information  on  every  piece  of  equipment  measured.  Included  in  the  report 
are  copies  of  spectra.  The  submarine  program  issues  a  message  report 
identifying  imminent  problems  and  identifies  equipment  which  need  to  be 
closely  monitored  by  the  ship's  force.  Unless  otherwise  requested,  a 
spectrum  of  the  equipment  is  provided  to  the  ship  only  after  overhaul. 

E.  Discussion 


The  past  histories  and  experiences  based  on  the  literature  reviews 
shows  that  vibration  monitoring  is  one  of  the  most  effective  approach  used 


V-7 


as  a  part  of  preventive  maintenance.  Studies  [50,51]  have  shown  that 
regular  vibration  monitoring  will  reduce  catastrophic  failure  rates  by  a 
factor  of  six  when  comparing  monitored  and  non-monitored  equipment. 

In  a  typical  small  industrial  plant  the  amount  of  equipment  that  is 
monitored  is  probably  similar  to  that  found  on  a  small  ship.  Literature  on 
condition  monitoring  indicates  that  a  small  industrial  plant  with  a  two  or 
three  man  vibration  team  performs  at  least  the  same  amount  of  monitoring 
as  that  done  by  either  naval  program  on  a  single  ship.  This  monitoring  is 
performed  with  less  manpower  and  certainly  with  less  high  powered 
computational  capabilities.  A  typical  industrial  vibration  team  would  have 
a  two  man  staff,  two  or  three  transducers,  some  form  of  signal  analyzer,  a 
plotter,  and  a  desk  top  computer  to  maintain  records.  The  industrial  team 
would  be  able  to  produce  hard  data  indicating  the  amount  of  money  the 
plant  had  saved  using  vibration  monitoring.  It  could  be  argued  that  in  a 
successful  industrial  program  the  technicians  responsible  for  the  program 
have  been  at  the  job  for  some  time  and  have  become  proficient  at  it.  However 
initial  training  for  these  technicians  requires  only  about  one  week  and  then 
on  the  job  training  using  the  monitoring  equipment.  Navy  personnel  have 
an  advantage  in  that  the  equipment  installed  on  one  ship  is  much  the  same 
as  on  any  other  ship.  However,  they  are  in  different  environments,  that  ( 1 ) 
navy  ships  move,  and  (2)  shipboard  machineries  on  several  hundred  ships 
are  monitored  on  a  quarterly  basis. 

F.  Recommendations 

(a)  The  two  programs  may  combine  into  a  single  entity.  This  new 
program  should  start  with  the  current  systems  still  being  used  and  then 
evolve  into  a  organization  that  utilizes  the  best  of  both  systems.  Pooling  the 
manpower,  resources,  and  technology  would  be  beneficial  to  all. 

(b)  Introduce  the  concept  of  vibration  monitoring  in  rate  training. 
Introduction  of  a  maintenance  concept  slowly,  but  surely  indoctrinates 
personnel.  This  familiarity  with  the  underlying  concept  will  help  the 
acceptance  of  vibration  monitoring.  Along  with  this,  more  emphasis  must 
be  made  to  senior  personnel  in  the  surface  community  that  success  in 


reducing  maintenance  costs  can  be  achieved  using  vibration  monitoring, 
this  would  include  educating  senior  navy  personnel  and  not  just  enlisted 
sailors  just  out  of  a  school. 

(c)  Both  programs  should  utilize  acceleration. 

(d)  PMT  visits  should  not  be  scheduled  unless  the  ship  is  getting 
underway.  This  would  eliminate  many  missed  measurements  and 
maximize  the  usefulness  of  the  program.  Technical  investigation  should  be 
performed  to  evaluate  the  current  "quarterly"  visits.  Much  of  the  literature 
indicates  that  monthly  checks  on  critical  equipment  is  advisable. 

(0  PMTs  should  be  structured  along  the  lines  of  the  submarine 
program.  Having  senior  personnel  on  the  team  gives  the  impression  that 
the  program  is  useful.  The  submarine  program  appears  to  be  very  dynamic 
when  it  comes  to  training.  It  was  indicated  by  NAVSEA  that  the  PMT  staff 
of  the  submarine  program  are  much  more  involved  in  the  monitoring 
process  than  just  taking  data.  An  example  of  this  can  be  seen  in  a  technical 
manual  that  has  been  prepared  for  the  submarine  PMT’s.  This  technical 
manual  explains  very  well  how  to  examine  bearings  that  have  been 
removed  from  machinery  in  order  to  investigate  for  faults.  This  capability 
makes  the  PMT's  a  valuable  contributor  that  can  be  used  as  an  asset  for  the 
fleet.  Both  ships-force  and  the  parent  engineering  organization  can  benefit 
by  having  knowledgeable  senior  maintenance  technicians  available  for 
assistance.  The  surface  program  does  not  have  this  dynamic  feel  to  it.  The 
members  of  the  surface  PMT  have  not  been  provided  with  a  sense  of 
direction.  This  can  be  seen  in  the  fact  that  they  are  not  responsible  for  any 
part  of  the  monitoring  program  other  than  data  collection.  Goldman  [14J 
points  out  the  problem  with  this: 

"The  technician  charged  with  carrying  out  the  monitoring  program 
can  make  it  a  tremendous  success  or  a  failure.  The  difference  is  in 
motivation.  A  technician  who  is  required  to  simply  carry  vibration 
monitoring  equipment  from  place  to  place  and  to  press  a  prescribed 
sequence  of  buttons  will  soon  realize  that  he  can  be  replaced  by  an  ape.  He 
will  begin  to  act  accordingly." 
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This  is  not  meant  to  demean  anyone  involved  in  the  surface  ship 
PMT's.  There  are  very  capable  and  motivated  sailors  assigned  to  these 
teams,  but  it  illustrates  a  problem  that  can  occur  in  any  organization  when 
the  final  result  of  actions  are  never  seen.  In  order  to  make  the  program 
dynamic  there  must  be  a  sense  of  purpose. 

(g)  Each  ship  in  the  Navy  should  have  at  least  one  person  onboard  who 
can  perform  monitoring  tasks.  The  equipment  needed  to  perform  basic 
monitoring  should  be  standard.  No  Chief  Engineer  would  allow  his 
department  to  go  without  basic  handtools  or  lubricants.  Vibration 
monitoring  should  be  looked  at  as  another  tool  to  get  the  job  done. 

(h)  Each  program  should  use  common  equipment.  The  submarine 
program  utilizes  the  CSI  model  2110  machinery  analyzer,  produced  by 
Computational  Systems  Inc..  This  piece  of  equipment  is  a  fairly  low  cost,  off 
the  shelf  component  that  is  excellent  for  the  monitoring  that  is  currently 
being  performed  by  the  Navy.  The  surface  ship  program  is  utilizing  the 
Digital  Vibration  Survey  Instrument,  Model  DI-303,  by  Dynamic 
Instruments,  Inc.  This  instrument  was  designed  by  the  NAVSSES  and  is 
higher  in  cost.  The  current  state  of  the  art  in  Signal  Analyzers  is 
outstanding  and  the  price  is  reasonable.  The  ability  of  the  surface  Navy  to 
find  a  system  off  the  shelf  at  a  reasonable  cost  may  be  a  problem,  but  may  be 
attributed  to  the  use  of  velocity  and  order  normalized  spectra. 

(i)  Research  into  more  effective  fault  automatic  detection  systems  that 
monitor  critical  equipment  should  be  continued  and  expanded  as  time  and 
budget  permit. 

(m)  Results  from  vibration  monitoring  and  results  from  other  fault 
detection  schemes  should  be  correlated  routinely.  Vibration  monitoring  is  a 
good  but  not  a  flawless  method  of  machine  condition  monitoring. 
Combining  results  of  vibration  monitoring  with  results  from  an  oil 
monitoring  program  produce  improved  information  on  the  condition  of  a 
piece  of  equipment.  Additional  research  to  develop  inexpensive  analyses  of 
greases  should  be  conducted  in  order  to  locate  bearing  problems  early. 


V-10 


(n)  Aircraft  carriers  should  be  made  a  part  of  the  naval  monitoring 
program.  Currently  these  ships  are  monitored  by  DLI,  an  outside  civilian 
contractor. 
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V I .  CONCLUDING  REMARKS 


A.  Summary 

This  review  of  machinery  condition  monitoring  and  diagnostics  was 
conducted  with  submarine  applications  in  mind.  There  are  a  significant 
number  of  publications  on  machinery  condition  monitoring  and  diagnostics 
available,  however  very  few  specify  submarine  applications.  This  may  be 
attributed  to  the  classified  nature  of  submarines,  but  is  not  a  major  problem 
since  monitoring  a  pump,  or  any  piece  of  machinery,  is  the  same  whether 
on  a  submarine  or  elsewhere.  The  purpose  of  conducting  this  survey  was 
not  to  include  a  review  of  all  publications,  but  to  understand  the  current 
status  and  to  identify  future  base  technology  needs. 

Machinery  maintenance  programs  have  been  categorized  into  three 
broad  groups:  crisis  maintenance,  preventive  maintenance,  and  predictive 
maintenance.  The  first  two  categories  focus  on  unmonitored  machineries 
and  the  last  on  monitored  machineries.  Condition  monitoring  is  the 
technique  used  in  a  predictive  maintenance  program  to  detect  and  diagnose 
a  fault. 

The  goals  of  machinery  monitoring  and  diagnostics  include: 
detecting  faults,  identifying  faults,  and  anticipating  the  breakdown  of 
machinery. 

The  techniques  for  machinery  condition  monitoring  were  broadly 
divided  into  six  groups:  aural,  visual,  operational  variable,  temperature, 
wear  debris,  and  vibration  monitoring.  Each  group  and  the  current  status 
of  their  use  in  condition  monitoring  was  reviewed.  The  results  of  the  survey 
indicate  that  several  techniques  may  be  equally  effective  in  monitoring  the 
machinery  condition.  The  final  choice  is  dependent  upon  the  type  of 
machinery  and  the  resources  available.  Frequently  a  combination  of 
techniques  is  desired. 
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Currently  the  vibration  and  noise  generated  by  a  piece  of  machinery 
is  the  primary  signal  used  to  reveal  its  machinery  condition.  One 
important  idea  to  keep  in  mind  is  that  machinery  diagnostics  and  noise 
reduction  goals  are  different.  A  machine  operating  properly  and  without 
faults  may  be  very  noisy,  while  a  machine  that  has  developed  a  major  fault 
may  operate  quietly.  For  submarines  radiated  noise  is  a  major  concern. 
Even  though  the  goals  of  the  programs  may  be  different,  machinery 
diagnostics  and  noise  reduction  efforts  may  be  combined.  Equipment  used 
for  machinery  diagnostics  may  also  be  used  to  indicate  radiated  noise  levels 
and  to  identify  the  source  of  the  noise. 

Vibration  monitoring  analysis  methods  have  been  grouped  into  time, 
frequency,  and  quefrency  domains.  The  change  in  vibration  amplitude 
level  has  been  used  as  a  measure  of  machinery  condition.  A  single 
transducer  has  been  widely  used  to  collect  the  vibration  signals.  Probability- 
based  analysis,  such  as  mean,  variance  and  kurtosis,  also  provides  some 
insight  into  the  machinery  condition. 

Surface  ship  and  submarine  vibration  monitoring  programs  were 
compared  and  recommendations  were  made  to  improve  the  maintenance 
programs.  One  far  reaching  recommendation  was  that  the  two  programs 
could  be  combined  into  a  single  entity  which  utilized  the  best  of  both 
systems.  Another  recommendation  was  that  results  of  the  vibration 
monitoring  program  should  be  combined  with  the  results  of  other 
programs,  such  as  oil  analysis,  thereby  producing  more  accurate  and 
useful  information  on  machinery  condition. 


B.  Fui”re  Research  Areas 

(1)  Vibration,  noise,  pressure  fluctuations,  temperature  and  other 
parameters  are  all  interrelated  and  must  be  considered  together  in  the 
process  of  determining  the  health  of  a  machine.  There  is  a  need  for 
improved  monitoring  schemes  to  take  these  interrelations  into  account. 


VI-2 


(2)  The  common  practice  in  vibration  monitoring  is  to  measure 
machinery  vibration  in  one  direction  at  a  time.  The  measured  data  is 
processed  further  for  fault  detection.  It  is  proposed  to  investigate  the  use  of 
multiple  sensors  and  their  measurements  to  identify  and  evaluate  the 
machinery  condition  qualitatively. 

(3)  A  study  of  the  correlation  between  acoustic  noise  and  vibration 
data  by  temporal  waveform,  frequency  spectrum,  phase  spectrum, 
coherence  and  correlation  functions  should  be  conducted. 

(4)  A  methodology  for  monitoring  transient  signals  should  be 
developed.  A  specific  application  is  the  submarine  torpedo  ejection  pump. 

(5)  Most  diagnostics  and  monitoring  systems  are  based  on  empirical 
procedures.  In  this  approach  there  may  be  no  clear  reason  why  a 
particular  characteristic  of  the  measured  signal  should  be  identifiable  with 
a  particular  fault,  or  the  relationship  may  be  largely  intuitive.  An 
analytical  approach  needs  to  be  sought  to  determine  the  various  properties 
of  the  event  that  produces  the  disturbance  in  the  machine.  Source 
identification  problems  need  to  be  studied  to  define  the  source-path- 
radiation  or  excitation-transmission-vibration  relations  to  reduce  the  levels 
of  disturbance  in  the  machine.  The  fault-related  vibration  generation  and 
transmission  process  needs  to  be  studied  in  detail  to  be  able  to  design 
improved  diagnostic  systems  to  detect  and  recover  the  appropriate 
signatures. 

(6;  Condition  monitoring  of  reciprocating  machinery  is  difficult  due 
to  the  complicated  nature  of  the  machinery.  There  are  a  few  reports  on 
monitoring  of  reciprocating  machinery  in  the  literature,  but  additional  in- 
depth  studies  are  needed.  A  specific  application  is  the  High  Pressure  Air 
Compressor. 

(7)  A  single  reference  with  specific  examples  of  signatures  produced 
by  various  machinery  components  needs  to  be  published.  In  addition  to 
base  line  signatures,  common  faults  should  be  shown. 
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